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If baby knew the importance of adequate 

quantities of the five vitamins considered essential to good nutrition, 
he would count his vitamins even more carefully than his toes 

For infants, one-half to one average teaspoonful of HOMICEBRIN 
(Homogenized Vitamins A, B;, Bz, C, and D, Lilly) will 


provide the optimal requirements for these five vitamins. 


Pleasantly flavored, HOMICEBRIN is miscible with water, 
milk, or orange juice. It is available in bottles of 60 cc. 


and 120 cc. at retail drug stores everywhere. 


To be used under the direction of a physician. 
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AMONG THE / 


Joel Willard is the radio engineer who devel 
oped wire-recorded music tor the operating room 
at the University of Chicago's Billings Hos 
pital, as described in the article beginning on 
page 51. Mr. Willard’s education included study 
ot radio engineering at Illinois Institute of 
lechnology and the University of Michigan, 
study of music at Chicago Musical College, and 


study of acting at the Goodman Theater. His 


Joe! Willard 


army experience brought him into hospital work as a medical tech 


nician. When he left the army and started working on the operating 
room music project at Chicago, he was probably tollowing the only 
career in the world that could combine all the elements of his pre 
vious training and experience. His collaborators in presenting 
the project to Movern Hosprrat readers are Dr. H. M. Livingstone, 
chiet of the department of anesthesiology at the University of Chi 


cago, and Ray E. Brown, superintendent of the University Clinics 


Elmina Snow, administrator ot the Emerson 
Hospital at Concord, Mass., entered the admin 
istrative held via nursing She is a graduate ot 
the school of nursing at Victorial General Hos 
pital, Halitax, N.S., and has been a member ot 
the nursing and administrative statls in a num 
ber of small community hospitals. She has 
taken yraduate work in nursing and attended 
institutes for administrators and ts now studying Elmina Snow 


public relations at Boston University 


Arthur H. Brittingham is executive director of the Easton Hos 
pital, Easton, Pa. An engineering graduate ot Johns Hopkins Uni 
versity, Mr. Brittingham was an army flyer, test pilot, and flying 
instructor until an injury forced his retirement trom active flying 
He went into industry as an engineer, then switched to hospital ad 
ministration, becoming superintendent of the Stetson Hospital, Phila 
delphia, in 1939. He served as administrator of Philadelphia’s North 
eastern Hospital from 1942 to 1944, then went to his present position 
The article on page 68 is Mr. Brittingham’s second contribution to 


The Mopern Hospitat in recent months 


Florence Peters is nutrition consultant to the 
Bureau ot Institutional Management ot Penn 
sylvania’s Department of Weltare—a_ position 
which makes her chiet adviser on the tood 
service problems of approximately forty hospitals 
and related institutions serving more than a 
million meals a week. Miss Peters is a graduate 


of Teachers College, Columbia University; she 


did graduate work in dietetics at Johns Hopkins Florence Peters 

Hospital, Baltumore, where she remained for seven years as a mem 
ber ot the dietary staff, instructor in dietetics and nutrition in the 
school of nursing and, later, administrative dietitian. Her present 


position as adviser to state hospitals in Pennsylvania developed the 


; re | . | : 1 
interest in feeding mental patients which resulted in the article that 


ippears on page 112 of his issue 


William K. Klein is superintendent of the 
Hurley Hospital at Flint, Mich., a position he 


was appointed to in 1947. Prior to that time he 
had been assistant superintendent of the Uni 
versity of Minnesota Hospitals, Minneapolis, for 


five vears. Mr. Klein, whose admissions control 
system is described in an article on page 67, 1s 


a graduate of the University of Minnesota W. K. Klein 
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Reader Opinion 


on the principle that “a hospital is not a 
factory.” No argument with this prin- 
ciple. No argument either with the 
principle that management is charged 
with the responsibility for the patients 


Strike! ministration as well as the union is one 
Sirs that calls for a rapid and intelligent 
Your report on the Harper Hospital solution 


strike (December 1948) should As a representative of hospital work welfare 


There is definitely an argument, how 
ever, with Trustee Webber's stated be 
lief that “it is not in the public interest 


voke serious thought and study by a ers who are both unionized and recog 


nized, | would like to enter the debate 


concerned with hospital personnel prob 
lems. Certainly, the issue posed the Dr. Barnett is reported as defending 
expressed position of the hospital ad- the hospital's fight against unionization ‘ Unionize hospitals. Unionization 
would seriously affect the care and wel- 
fare of the patients we are organized 
t serve 

This is simply a self-serving pro 
nouncement. It is not based on the 
record of events at Harper Hospital. It 
is certainly contradicted by the record 
elsewhere where unionization in hospi 
tals has not had the dire results which 
Mr. Webber gloomily forecasts 

It seems to me that the “Harper Hos 
pital incident” taught only a_ single, 
limited lesson: when a determined effort 
of employes to seek recognition is met 
by a determined effort of employers to 
resist unionization, trouble will ensue 
This isn't very profound, but it’s all 
there ts 

Let us analyze our common assump 
tion that “a hospital is not a factory 
A great many work environments are 
not factories, yet unionization — has 
helped, not harmed. This is true both 
in “nonessential” types of occupations 
ind industries as well as in those vested 
with a high degree of public welfare 

In my opinion the whole thing boils 
lown to the question of whether union 
recognition automatically means trouble 


yrievances and work stoppages It Ss 
. ° ° <4 tard) for ho k he labor 

bs Sf Wh: . Ve wee hard for one who knows the _ labs 
e (Ae tls a ANesy movement at first hand to accept the 
fact that some people believe such no 


GERMA-MEDICA Surgical Soap leaves the tions about the “union bogey man 
surgeon's hands soft and supple ... cleansed Because nothing could be farther from 


— 


} and ready for the operation. For Germa- the truth. More strikes have resulted 

- | Medica is the purest, most highly refined from efforts to bust unions than from 

\ soap, always uniform and gentle as a lotion in intelligent acceptance of collective 
’ ° 


: . P P bargaining 
It's concentrated... truly economical in use : 
Basically, of course, grievances and 


when dispensed from the Huntington Port- seiteen aiken Gente canes tilt te 

able Dispenser (leased to quantity users free). the employer-employe relationship, such 

is substandard wages, long hours, fail 

| HUNTINGTON LABORATORIES, INC., HUNTINGTON, INDIANA, TORONTO ure to treat the worker as an individual, 


(1 Send facts on Germa-Medica. ibsence of a sound personnel setup, and 
Also on the Huntington Portable Foot Pedal Dispenser. so on. In my opinion, union recogni 


= NAME INSTITUTION ; _ tion and good faith collective bargaining 
of 


ary state between responsible representatives « 


~ 
Vv 


both sides will result in more stability 


than will the unilateral and autocratic 


WRITE FOR DETAI LS AND SAMPLE control methods defended by the Harper 
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In addition to minimizing 
itching and irritation, PRO 
CAP has other important ad- 
vantages... PRO-CAP sticks 
better and stays put longer 

It stays new longer, too, 
and therefore has o very 


much longer shelf life 


SEAMLESS 
FROG-CAR 


ADHESIVE PLASTER 





LITTLE OR NO ITCHING! 
LITTLE OR NO IRRITATION! 


annoying and troublesome problems that 
have long been an obstacle to physicians 
. A notable success because it 


In 1948, this basically new product won 
nation-wide acclaim . .. Physicians, nurses 
and hospital authorities welcomed SEAM - and nurses . . 
LESS PRO-CAP ADHESIVE PLASTER fills a widespread and serious need . . . Sold 
only through leading surgical and hospital 


as a scientific advance that has long been 
. Write now for illustrated 


needed . .. Thousands of tests have proven supply dealers . . 
that PRO-CAP is the answer to those — brochure and reprints of medical reports. 
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Hospital management he reas 
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basic causes of labor trouble 
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Is not maintenance ¢ ce 


munitys Water system if 
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Service Suites Really Serve 


when equipped with Kewaunee Hospital Furniture 


e@ With today's crowded conditions, 
the service you'd /ske to give is some- 
times difficult. But you can ease the 
situation considerably with Kewaunee 
Hospital Furniture in all your serv- 
ice suites. 

Designed for increased efficiency 
and greater working convenience, 
Kewaunee Hospital Furniture helps 
work in 


time by eliminating waste motion 


you accomplish more less 


Kewaunee construction is true 


custom quality. Mass produced in 
our own plant to cost less than you'd 
expect. Door 
sions are new! Heavier and sturdier. 
Flush to keep 
clean Bonderized for 


and drawer suspen- 
interiors 


All 


are easy 


metal is 


5023 S. Center St., Adrian, Michigan 
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minate I 


factories 


ave played 


Ss ire not 


I a constructive role 


exist and are recognized even 


ernmental employment—even 


S tomic energy projects where 


unthinkable 


administrators and 


would be virtually 

Hospital 
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not 

ot 


et 


ind are not the 


cause and eft 


bit 
pi 
factor 


organization hos 
very well be the that w 


stability in labor 


wer consider them 


free space « 


protection against rusting, peeling 
and chipping. KemROCK working 
surfaces are highly resistant to acids, 
alkalies and solvents. Will not frac- 
ture under ordinary physical shock. 

No wonder so many of America’s 
finest hospitals choose Kewaunee 
Hospital Furniture for their service 
suites. Why not see how Kewaunee 
can help you? Write today for free 
catalog or consult our Hospital Engi- 
neering Staff. No cost or obligation. 


Address: HOSPITAL DIVISION 


Cc. G. Campbell, President 
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a strike 


€ 
al personnel may 


relations, and that 


but where unions own axis. They are part and parcel of 


Unions our social, economic and political struc 


in ture. Its to be of 1949 
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SO 


licitation funds from with 


which business. hold 
rigidly 
files for names of officials of 
Ot 


mistances 


we 


to this principle, checking 


these firms 
course, there have been a few rare 
unknowingly, in 
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where we 


cluded in our mailing lists a name 


individual who was connected 


company doing business with us. When 
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Specialists’ Contracts 
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February 
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Being 


I read th 
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Here’s why “AMERICAN” BULK STERILIZERS 


provide greater mechanical simplicity...greater operating 
safety...longer periods of satisfactory service. 


Rectangular Surgical Supply Sterilizers feature 
All-Welded construction and a Nickel Clad 
Chamber Shell as standard. A smooth, rust- 
proof surface is attained by a permanent bond- 
ing of non-corrosive nickel to the steel of the 
inner shell. All staybolts and rivets are elimi- 
nated, removing potential leakage points, per- 
mitting easier cleaning, and reducing costly 


maintenance problems. 


Operating Simplicity of the TOP OPERAT- 

ING VALVE enables control of the com- 

plete sterilizing cycle by a single dialed 

valve . . . another “American” exclusive 

feature reducing the possibilities of error 
Rolling process which ‘ encountered when multiple valves must be 
accomplishes the per- ™ ’ 


manent bonding of operated, 


nickel to steel. 
Operating Safety of the “American” 


STEAM LOCKED DOOR affords positive 
protection against premature, explosive 


opening of the sterilizer door. 


RECTANGULAR BULK STERILIZER-DISINFECTORS 
Simple regulation of pressure provides dual performances: 
1. STERILIZATION of large quantities of material, solutions, or 
commercial processing. 
DISINFECTION of mattresses, bedding, clothing and allied 
Smooth, all-welded imperfor- loads. 
ate inner shell as compared Units feature “American” All-Welded construction 
ee riveted con- eliminating staybolts and rivets. Can be specified 
; j 2 ..__ with Nickel Clad Chamber Shell. 


BULK STERILIZER-DISINFECTORS ricer 
ARE AVAILABLE WITH SINGLE OR ey - —_ P = iis ue : 
DOUBLE DOOR CONSTRUCTION FOR WRITE TODAY for detailed specifications 


RECESSED OR OPEN MOUNTING AMERICAN STERILIZER COMPANY 


Erie, Pennsylvania 


DT pesioners AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND tients 14 
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Cut the Cost 
of Sterilizer 
Operation 


Insulating lime-scale deposits in 
sterilizers and autoclaves add a 
hidden expense to water-heating 
costs.. But there’s no need to 
pay this toll to troublesome scale 
when Oakite-scale removal is 
so simple, fast and economical 
Merely water 
lines a recommended solution of 


Oakite 
Compound 
No. 32 


Allow solution short time to dis 
solve scale Then follow with 
neutralizing and rinsing proce 
jure. That's all!-easy as that 
This safe Oakite method com 
pletely removes scale, leaves sur 


introduce into 


faces cle an, ¢ liminates time-con 
lisassembly and hand 
scraping. Built-in inhibitor 
keeps this Oakite descalant from 
You can 
letails in 


suming 


eating into the metal 
get helpful, complete 


the 


Hospital 
Cleaning 
Digest 
—FREE 


This manual gives information 
to simplify all your descaling 
jobs, gives easy-to-follow data t« 
simplify 62 commonly-performed 
cleaning jobs in the DIETARY, 
HOUSEKEEPING, LAUN 
DRY, ENGINEERING and 
GARAGE departments. Send 
to Oakite Products, Inc., 18A 
Thames St., New York 6, N. Y., 


your gratis copy today 


OAKITE 


SPECIALIZED INDUSTRIAL CLEANING 
MATERIALS - METHODS - SERVICE 


KITE 
bea 





Technwcal Serve Representatives Located im 


Principal Citves of Unsted States and Canada 


that is, the medical specialist sending 
his bill directly to the physician. After 
all, it is the physician he is actually 
serving 
Truthfully, I do not believe the pa 
tient is the least bit concerned who the 
radiologist or the pathologist is, in or 
out of a hospital. His faith is in his 
own doctor, and he will see whatever 
specialist his doctor has recommended 
Seva J. Roberts 
Specialty Manufacturing Company 
St. Louis 


Sirs 

I am a great believer in ad hoc com 
mittees particularly for the purpose of 
exploring new territory and drawing 
topographical maps of the country ex 
plored. I have a feeling that although 
determination of the specialist-hospital 
arrangement is properly the function of 
the staff executive committee, by what 
ever name that goes, still the committee 
has hundreds of other interests, and all 
one needs to do is to look at the mess 
we are in to realize that its members 
have not been tending to this important 
function 

I, too, believe that a great many of 
the antagonisms could be eliminated by 
better information and more constant 
and thorough acquaintance between 
those who have to deal with policy 
matters of the different interests. The 
inevitable result of such repeated con 
ferences is that these interests are found 
to be not divergent but one and the 
same 

I hope that hospital managers will 
contemplate the advantages of a pru 
dential committee” and call it to the 
attention of their respective staff organ 
izations. * 


James R. Miller, M.D 
Hartford, Conn 


*Miller, James R Relationship of the 
Anesthesiologist to the Hospital, J.A.M.A 
139: l January | 1949 


Double Rooms 
Sirs 

I was surprised to see that the opin 
ion of fifty students of nursing in the 
United States was of sufficient impor 
tance to give it space on page 65 of 
the November number of The MODERN 
HospPitraA. If all readers of this article 
react to it as I do, it would probably 
have been worth publishing, since | 
take the time to criticize it for its in 
adequacy in giving any kind of infor 
mation that has real worth, because 

How old were the thirty students 


who preferred double rooms: 


2. How long had they been living in 
double rooms in the school of nursing? 

3. Why did only fifty of the possi- 
ble 250 to 300 students usually en- 
rolled in Presbyterian Hospital, Chi- 
Cago, answer the questionnaire, where 
were the other students who did not 
even bother to answer the question- 
naires 

I should like to reply, in opposition 

the impression given in this article, 
hat I had experience with 4500 stu- 
dents during twelve years from thirty- 
five schools of nursing affiliating for 
three months’ special clinical instruction, 
and field experience. We had six dou- 
ble rooms fully equipped as Number 1 
indicates in this article, “Students Vote 
for Double Rooms,” and only ten stu- 
dents requested to live in a double 
room during that twelve-year period 
When that invariably the 


reason was because they were 


happened, 
friends 
before coming to our hospital for affilia 
tion, or they lived together in their 
home school 

In fact, my experience when we were 
required to use the double rooms be- 
cause of a large enrollment was, 
throughout these twelve years, 1932 to 
1944, that students found living  to- 
gether problematical and requested sin- 
gle rooms. They were the young group 
from 18 to 21 years of age. The rea- 
sons given were 

l. “I like to go to bed early and my 
friend likes to stay up late 
study; she does not 


as hard as I do, so she 


2 I need 
need to study 
likes to visit 

5 When we 


afternoon we do not always go off duty 


want to rest in the 


at the same time, so one disturbs the 
other, either then or late at night if one 
of us retires early 

i. “I like to keep my room neat, and 
tidy; while I like her, she does not keep 
the room neat 

I believe in order to give correct in 
formation for the future of residences 
of schools of nursing, (most of us who 
have lived in them are convinced of 
the value of single rooms) a question- 
naire should be sent to the graduating 
classes of the current year. In the ques 
make an inquiry about both 
ind ask why they favor 
double rooms if they do, for a study 
available if 


tionnaire 
types of room 
room should always be 
nursing is to advance in preparation 
as it should to fulfill its obligation to 
the public 


Ella Hasenjaeger, R.N 


Escola de Enfermagem 
lo, Brazil 


Sao Pat 
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Use this layout and engineering service 


to help 72/a# your 


MILK FORMULA INSTALLATION 








Preparation of milk formulae under conditions ensuring perfect asepsis 
is one of the most important factors in the control of infant epidemic 
diarrhea. Whether you choose, for this purpose, the ‘terminal steriliza- 
tion” or “terminal disinfection” system—you'll find it helpful to consult 
our service staff. Skilled designers and technicians, intimate with every 
detail of hospital requirements, will help in planning and building 
equipment that will be efficient, durable, attractive and completely sani- 
tary. Blickman-built units are constructed of heavy-gauge, highly-polished, 
stainless steel. Seamless, welded construction makes cleaning easy and 
assures a lifetime of satisfactory service. All equipment is custom-built 
to meet your individual requirements. To help solve your formula room 


problem—consult our planning service. 


MILK FORMULA PREPARATION UNIT 
—Attractive L-shaped unit designed 
for maximum efficiency in a smoll 
space. Measures 8/2’ on each side. 
Made entirely of sanitary, perma- 
nently-bright stainless steel. Built- 
in stainless steel sinks with 
fully-rounded corners and coves. 
Ample storage and shelf space. 
Easy -sliding doors, flush - fitting 
drawers, built-in hot plate. Re- 
cessed toe-space at base permits 
comfortable working position. — 
Plate No. 4158-A 


BOTTLE WASHING UNIT—A com- 
pletely self-contained unit, made 
entirely of sanitary and enduring 
stainless steel. Built-in 2-compart 
ment stainless steel sink with the 
famous Blickman round-corner 
construction. Motor-driven bottle 
washing brush attached to splash- 
back, leaves counter free from 
obstruction. Ample counter, and 
shelf storage space. Bottle rinser 
is part of equipment. Bose has 
recessed toe-space for workers’ 
comfort. — Plate No. 4179-A 


The name ‘Blickman-Built’ is your guarantee of the 
finest modern equipment for every department of 


o e the hospital. Send for a copy of our illustrated 
| Cc m a n si U i t folder ‘Blickman Hospital Equipment.” 


Hospital Equipment 
S. BLICKMAN, INC., 1504 GREGORY AVENUE, WEEHAWKEN, N. J. 
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se 
Finely balanced Name4n 


widely used in 


BRAIN and GENERAL SURGERY ) 


Under the pressure of critical surgery, the su- 
perior qualities built into Kny-Scheerer instru- 
ments become increasingly important as they 
dependably serve to implement the surgeon's 
skills. By long experience, surgeons continue to 
justify their confidence in the K-S trade mark 


micrometric fabrication, durabl 
formance . . . qualities capa 
longer periods of satisfactory 


Kny-Scheerer quality instri 
ments precision-made for dis 


criminating surgeons. 


g0 a> 10%. 
oe erates soN 


4 


9278! 
x2 
5", 


nore DISTAL ENDS by a deft movement of the fingers, the surgeon 
also has at his command the equivalent of a dissecting instrument which may 
be employed with speed and without the distraction and time consuming in- 


convenience of having to exchange instruments continuously 


ORDER THROUGH YOUR DEALER or write for further information 


KNY-SCHEERER CORPORATION 
483 First Avenue New York 16, N.Y. 
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FIGURES 


prove it Economical... 


EXPERIENCE 


proves it Indispensable 


The MODERN 


Cold Pack Service 
“The hospital that once uses FREEZ- 


A-BaG will find that the nurses, 
patients and doctors would not go 
back to the old style of ice caps.” 


That’s quoted from a report of a hos- 
pital superintendent who used the 
FREEZ-A-BaG technique for ten years. 
He kept a close record of costs. We 
obtained by survey, the costs of 
cracked ice cold pack service in com- 





parable hospitals. 


Our findings: In addition to its many 

Soe functional advantages, FREEZ-A-BAG 
TOMAC Freez-A-Bag will pay for its installation cost in 26 
months. From then on the lower cost 
is clear saving throughout the long 


Briefly, FREEZ-A-BaG eliminates the manufacture, 
purchase, storage, hauling and cracking of ice. It 
saves the cost of expensive ice caps—the hours Ask the AMERICAN Representative for 


wasted by nurses preparing ice, filling and empty- detailed inf ; ; : 
ing caps. For the patient, FREEZ-A-BaG is more etailed information. Or, write direct 


therapeutically effective and more comfortable. to us in Evanston. 


life of the equipment. 


PLAN WITH AMERICAN 


... the first name in hospital supplies 
AMERICAN HOSPITAL SUPPLY CORPORATION 
GENERAL OFFICES e EVANSTON, ILLINOIS 
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\V/Ko) o) I (wm a= Kon toyed @-) 0) ah 
and fluoroscopy with the 


Th. General Electric D-3 x-ray unit rolls easily to bed- 


sides throughout the hospital. Correet weight distribu- 


tion keeps it steadfast. Large rubber-tired wheels take 


it over sills and into and out of elevators. 


At the bedside. A positive foot brake anchors the 
D-3. The carriage swings through an are of 180 degrees. 
The tube head and carriage rotate up to 340 degrees 
for horizontal and vertieal technics. The tube head 
angulates vertically through a 90-degree are. Vertical 
travel of 44 inches provides ample focal-film distances 
for any technic. And the tube column is not too tall 
to pass easily through doorways. Sloping control panel 


rotates 270 degrees, locks in most convenient position, 


For fine detail. The D-3 has its own specially designed 
Coolidge tube with an exceptionally fine focal spot. 
Because the high-voltage system is oil-immersed. the 
1-3 is not affeeted by atmospheric conditions. A pre- 
reading filament ammeter allows the operator to preset 
the tube current. The D-3 is radiographically eali- 
brated for 25 ma at 80 kvp or 20 ma at 85 kvp. 


For fluoroscopy. The shutter arm contains all fluoro- 
scopic shutter controls. Operator varies length and 
width of illuminated area on screen... can also control 
vertical and horizontal travel of the tube head. Fluoro- 
scopie guard provides a minimum focal-spot-patient 


distance of 12 inches. 


GENERAL €@ ELECTRIC 
X-RAY CORPORATION 


Genera! 


Electric X-Ray Corporation manufactures and distributes x-ray 


apparatus for medical, denta! and industria! use; electromedica!l apparatus; 
x-ray and electromedica! supplies and accessories 


FREE 


Corporatio 


You've no ideo how helpful the D-3? can be — unless you hove 
our handsome booklet on it. Write General Electric X-Ray 
n Dept. D-12. 4855 West McGeoch Ave., Milwaukee 14. Wisc 
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VITALLIUM CUP ARTHROPLASTY 
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...80 they gave Dr. “247 


NEW PAGING ANNUNCIATOR 
INCREASES EFFICIENCY... 


can see the annunciator 
n see the signals it’s as 
simple as that with this new Ed 
wards’ inverted ’V’’ design. Flash 
ng numerals can be seen front 
left and right. At all times, visibil 
ity is clean and sharp, without any 
haze or cross-lighting 
Write today for free specifica 
tions bulletin on all Edwards Hos 


pital Signal Systen 


Edwards Co. Inc., Norwalk, Conn. 


Ltd 


Ce, \ —_ 


| 


LILI 


5 


{7 
Z My 


iif} 








three-way vision... 





He wasn't “blind as a bat”—as the switech- 
hoard operators suggested. And he didn't 
miss his paging calls on purpose. 

It was just that Dr. 247 never seemed to be 
on top of the annunciator when his number 
Was flashed. And how else could he he expected 
to see his number on one of those “ornamental.” 
low-visibility affairs? 

But everyone's happy now. They've installed 
new Edwards Double-Face Type Annuneiators . . 
and 247 hasn't missed a call since! How can he — 
when this simple, clever inverted “v~ design affords 
clear viewing from three different directions 7 

\ small detail. perhaps—but typical of the constant 
search Edwards conducts for refinements that will step 


up vour administrative and personnel efficiency. 


-Epwarps 
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Signal Systems 
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“What!..BUY Good Will ?1/”... 


“T didn’t know that good will was for sale. It seems to me, George, with all the new 
equipment we need that you’d hold off an expense for something as vague as ‘good will’.” 


“Good will isn’t vague, Frank. It’s very real. Take the new equipment we need—in order 


to buy that equipment we'll need financial support from the community. And the only 
way we can get that support is by creating community interest and good will.” 


“Maybe, but aren’t we supposed to be building up our stock with people in the com- 
munity through good, competent medical service? I don’t think that you can just go out 
and purchase community friendship.” 


“T agree. But the whole trouble is simply this: a hospital, like ours for instance, gives 
good, first-rate medical service year in and year out, but outside of the people who benefit 
by it directly, who thinks about it? 

“For years hospitals have been afraid to use a little dignified, aggressive salesmanship . . . 
yes, afraid to go out and really win community support! And what’s the result? 

“When we ask for local contributions, we wonder why we only get half the response . . . 
and money that we need. So, I’ve decided to give people reasons to remember us. Our 
first order of Hollister Birth Certificates — with our hospital name and picture on them — 
arrived last week. I’m also planning to use the Hollister Babies’ Alumni Plan which more 
than pays its own way. And I’m charging all this off to ‘good will’. 

**When we convince people that we are interested in them outside of the hospital, too . . . 
then, Frank, just watch everybody turn out and help us get that new X-ray unit. 


“After all, th-y’re buying it for themselves, aren’t they?” 
Superintendents! Administrators! Write TODAY to: 


Franklin C. Hollister Company 


843 NORTH ORLEANS STREET . . . CHICAGO 10, ILLINOIS 





ow Does YOUR Hospital Sa ay’ 
‘© noratulations”: i 


Cia, if bith 


his certifies that 


4 


1 certificate that says... just what you would like to say 
to every mother and father 


mygratulations to you both on the birth of vour fine child. This dav was the 


ost important day in your lives 
ust as important 


care that medical 


something of the joy and dignity 


Franklin C. Hollister Company 


843 NORTH ORLEANS STREET . . . CHICAGO 10, ILLINOIS 





INDEX TO ADVERTISEMENTS 


(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—2é6th Edition 


D 


198 Darnell Corporation, Ltd. (HPF) 128 
99 Davis & Geck, Inc. (HPF) following page 32 
129 Debs Hospital Supplies, Inc. (HPF) ~. 214 
154 Deknatel & Son, Inc., J. A. 216 
218 De Puy Manufacturing Co. (HPF) 212 

Despatch Oven Company 188 
138 Detroit-Michigan Stove Company 133 
192 Dewey & Almy Chemical Company 226 
204 Diack Controls (HPF) 146 
137 Dick Company, A. B. 4| 
175 Don & Company, Edward 227 
45 Dunham Company, C. A. (HPF) 182 
39 Du Pont de Nemours & Co., E. |. (HPF) 23 


46 
E 
E & J Manufacturing Company 
Edison Chemical Company 
Edwards & Company, Inc. 
Eichenlaub 
19, facing page Elkay Manufacturing Co. 

The Gordon (HPF) facing page Emerson Company, J. H. (HPF) 

’ Emerson Electric Mfg. C 
Eustice Company, In 


> 
> 


> > > > > 


>>>>>>>>> 


> > > > > > >» 


> 


F 


Fairchild Camera & Instrument Corp. (HPF) 
Finnell System, Inc. (HPF) 


lorists’ Telegraph Delivery International 
Flynn Manufacturing Co., Michael 
Foster Bros. Mfg. Co. (HPF) 


G 


Geerpre Wr nger Inc. 

General Electri Xx Ray C pora 
Nm a oom 4 
Weneral f as Corpora n 
General Hospital Supply Serv 
Gennett & Sons, Inc. (HPF) 


Gerson-Stewart Company 





»dall Fabri Inc 
oodrich Co., B. F 
odyear Tire & Rubber C 
rover Company 
Gudebrod Brothers Silk Co., Inc. (HPF) 
Gumpert Company, Inc., S. (HPF) 
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Hall & Sons, Frank A. (HPF) 

Hall China Company 3rd 
Haney and Associates, Inc., Charles A. (HPF) 
Hard Manufacturing Co. (HPF) 

Harold Supply Corp. (HPF) 

Herrick Refrigerator Company (HPF) 
Hewitt-Robins Inc. 

Heyden Chemica! Corporation 

Hild Floor Machine Co. (HPF) 

Hill-Rom Company (HPF) 

Hillyard Sales Companies (HPF) 

Hobart Manufacturing Company 
Hollingshead Corpor 

Hollister Company 

Holophane Company 

Hospital Liquids, In 

Hospo Organizatior 
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INDEX TO ADVERTISEMENTS 


HPF) after company name indicates that further descriptive data are 
led in catalog space in HOSPITAL PURCHASING FILE—26th Edition 


Pittsburgh-Corning Corporation 
Pittsburgh Plate Glass Compan 
Power Requlat li 
Pratt & Lambert 
er : Presco Company 
rometheus Electric Corp. (HPF) 
ritan Compressed Gas Corp. (HPF) 
Pyramid Rubber C HPF 
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Actually speeds recovery! 


_ superb restfulness, in many cases, 
actually speeds recovery. That’s what 


leading hospitals say about Airfoam mattresses. 


The secret of Airfoam’s luxurious comfort is 
its millions of tiny air cells breathing in and 
out with every body movement. They pro- 
vide uniform, buoyant support that assures 


perfect relaxation. 


It’s this airy construction that makes Airfoam 
mattresses so cool, so soothing to sensitive 
skins. What’s more, they’re non-allergic, help 


prevent bedsores. 


Your staff, too, will like these magic latex 
mattresses. They’re light-weight, easy to 


handle, never need turning. 


Airfoam is available in full-volume construc- 
tion for mattresses, or in special thicknesses 
for topper cushioning. It’s your thriftiest buy 
in the long run, for Airfoam mattresses far 
outlast conventional constructions. Order 
from your supply house, or write direct to 
Goodyear, Airfoam Dept., Akron 16, Ohio. 





Quick test 





wy 


for real wee GOODFYEAR 


Airfoam gives to the lightest touch, 
comes back the moment pressure is 
lifted. It's this airy buoyancy that 


THE GREATEST NAME IN RUBBER 


©T.M. The Goodyear Tire & Rubber Company 








makes Airfoam so utterly restful. 
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FOR YOUR HOSPITAL! 


In less than 3 months we find more than 10% 
of the hospitals are today using the Presco 
Simplified Baby Identification System . . 


This is the first new and practical system of 
infant identification since the introduction of 
initialed beads. The advantages of this system 
over any other are outstanding. It fits into 
any hospital procedure . . . gives FULL in- 
formation, mother’s name, address, name of 
physician, date of baby’s birth, and space for 
mother’s finger print (if desired). Made from 
soft pliable (non-irritating) plastic (poly- 
ethylene.) 
Positive Identification with fool - proof 
@ Quickly applied in the Delivery snap-on self-locking fastener. 
Room. Cannot come loose or slip off. 

@ Makes the NURSE’S JOB EASIER. Eliminates inventory of beads in different 

initials, etc. 

Saves time and labor as no stringing of 

beads needed. 

Mothers buy the bracelet; thus, hospital 


G Pat. Pe makes a profit. 
Bracelet , Easy to clean in water or alcohol. 
measures <p 
et ~ 
4 


%” wide 
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rs 
kar AG COMPLETE KIT MAKES 
hm 4 144 BRACELET-ANKLETS 


This plastic kit (lucite) contains all 
necessary materials, including: 144 
complete bracelet-anklets (72 blue 
and 72 pink), | pair 44,” (chromed) 
surgical scissors, 2 pencils $59.75 
Refills are packed as follows: 144 
complete bracelet-anklets (72 blue 
and 72 pink) $43.20 


LONGER BAND USED FOR MOTHERS NOW AVAILABLE, TOO. 


@ A beautiful keepsake for the mother. 


@ Merely write information on card 
and slip in position. 


We can make immediate shipment from stock 
ORDER TODAY From Any One Of These Distributors 
A. S. ALOE COMPANY e MEINECKE & COMPANY, INC. 


1831 OLIVE ST., ST. LOUIS 3, MO. 225 VARICK ST., NEW YORK 14, N. Y. 


AMERICAN HOSPITAL SUPPLY CORP. @ WILL ROSS, INC. 


2020 RIDGE AVE., EVANSTON, ILL. 3100 W. CENTER ST., MILWAUKEE 10, WISC. 
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Ready Tow! .. .GUIDE to HOSPITAL LIGHTING 
Prepared by HOLOPHANE ENGINEERS... 


Correct lighting for the modern hospital is based on two vital considera- 
tions (A) COST: design and selection of equipment must be such that 
the first cost may be reduced, unnecessary repairs eliminated and 
expenses for labor, fuel and power held at a minimum . . . (B) EFFECTIVE- 
NESS: the visual environment must be designed ‘‘to protect and promote 
the health and safety of patients and employees . . . to promote the 
maintenance of sanitary conditions, (From U.S.P.H.S. Hospital Construc- 
tion Guide) . . . Recommendations made in this new Holophane book 
offer the best available balance between effective hospital lighting and 
the need to meet low costs . . . IMPORTANT NEW FEATURE: Schedules that 
indicate proper paint colors for all hospital interiors, supplementing 
lighting layouts and fixture recommendations. 


56 Pages of authoritative practical information— 
forwarded without charge. 
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Featuring LIGHT 
CONTROL SYSTEMS 
and Application Dato 
For these Areas: 


Administration Offices 
Antecrooms 

Autopsy 

Balcomies 

Central Linen 
Clean-up Rooms 
Closets 

Cystoscopr Room 
Delivery Corridor 
Delivery Rooms 
Dental Surgeries 
Dining 
Dishwashing 
Doctors’ Locker Room 
Doctor's Offices 
Ear, Nose & Throat 
Examination Room 
Examination & Treatment 
Exercise Areas 

Eye Examination 
Film Filing 

Flower Room 
Housekeeper 
Hydrotherapy 

Issue & Receiving 
Kitchen 

Labor Rooms 
Laboratories 
Laundry 

Local Corridors 
Manufacturing 
Morgue 

Museum 

Nurseries 

Nurses’ Locker Room 
Nurses’ Station 
Nurses’ Work Room 
Occupational Therapy 
Office for Exercise Areas 
Operating Rooms 
Pantrics 

Pharmacies 

Physical Therapy 
Playroom 

Public Corridors 
Public Lobby 

Public Vestibule 
Radiography 

Sick Room | Bed 
Sick Room 2 Bed 
Sick Room 4 Bed 
Soiled Linen 
Solariums 

Solution Rooms 
Special Diets 

Staff Lounge 

Stairs 

Sterilizing Areas 
Storage 

Surgical Corridors 
Uulity Rooms 
Waiting Rooms 
Wards 


————— ad 


Inc. 


Lighting Authorities Since 1898 * 342 MADISON AVENUE, NEW YORK 17,N.Y. 
THE HOLOPHANE COMPANY, LTD., THE QUEENSWAY, TORONTO 14, ONTARIO 


Holophane Company Inc., 342 Madison Avenue, New York 17, N. Y. 


Please send your ‘‘Guide to Hospital Lighting’ without charge. 


ORGANIZATION 


ADDRESS 


INDIVIDUAL 
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@ People are still enthusing about the 1948 Idea Center 
at the Cleveland National Restaurant Association Convention, 
And we're making plans to repeat its success this year 
at Atlantic City . . . in a bigger and better way! For our free 


Again General Foods and 13 other manufacturers of food STAND ZED 
and food service equipment are pooling their efforts QUANTITY RECIPE SERVICE 


to spotlight the newest ideas in food preparation register at the G.F. 

and handling for you. In the 40-Booth Idea Center beoth or write: insiluiion 
you can find in one giant exhibit ideas galore Food Service, General Foods 
to increase efficiency, brighten menus, and cut costs. Corp., 250 Park Ave., 
You're invited to enjoy Idea Center hospitality New York 17, N.Y. 
for breakfast or a snack any time during the day. Make 
General Foods Progress Inn your headquarters 

and tell your friends, “Meet me at the Idea Center.” 
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PEOPLE WHO TALK ABOUT GO0D-FOO. 


The MODERN HOSPITAL 








You'll Be Talking 
About these Features 
In the Giant Idea Center 


The Latest in Coffee-making 
Modern Hot Water Heaters 
Dish Washing & Food Preparation Equipment 
Food Service Counters and Work Tables 
Food Warming Units 
Silverware in the Modern Manner 
Complete Demonstration Kitchen 
Money-Saving Menu Suggestions 
Restaurant .. . Free Breakfasts or Snacks 
Any Time 
Efficient Dish Dispensing 
Portable Silverware Sterilizers 

caaeneek Functional Dining Room Furniture 

MEANS 13. Comfortable Lounge 

te Practical Baking and Frying Techniques 
New Styles in Uniforms 
Durable Table Glassware 
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“So your 
INVENTORY COSTS 


are too high... 


...Here’s how one hospital 


got out from under!... 











TOO MUCH MONEY TIED UP jn <upplics 


too much money in linens. foods. bio cut dow 


cals. and pharmaceuticals. That was essentials and had to fill in with small 


thappy result of over-eager buving Ineconomic il quantit 
we wiguired wher things were } 


ce during and atter the war not toe litthe of each item 


DRASTIC ACTION NEEDED! But when we 


we soon ran short of various 


es. Puzzle: How to 


maintain balanced stocks: not too much, 


a ee 


“ONLY SOLUTION—A NEW SYSTEM. 
>“ Musts” were apparent (1) The system 
would have to simplify our inventory data 
(2) Warn us unfailingly of threatened 
understocks or overstocks (3) Assure 


proper ratios among stock items 





— 


Learn the newest. proved in 
use. simplified methods of 
controlling inventories. Phone 
our nearest office or write 
Svstems Div.. Room }Pt5.315 
Fourth Ave... New York LO. for 
your free copy of Book No. 


“WHY WE CHOSE KARDEX VISIBLE. KD 375 
After seeing all kinds of systems in use 
in hospitals similar to ours. we decided 
unanimously on Kardex Visible. It not 


only gives us our 3 “musts” but requires 


a lot less clerical effort. And the change 
over was easy — Remington Rand instal \ — 


wer 





Send for this Free Book Today: 


THE FIRST NAME IN BUSINESS SYSTEMS 


~ 








lation experts handled the whole job.” 
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New Folder Describes 
Complete Du Pont Color Conditioning 
Plan for Hospitals 


Twenty years ago, Du Pont conducted 

its first major experiment in functional hospital 
painting. Now, the widespread acceptance of Du Pont 
Color Conditioning is a matter of record. 


To provide a better understanding of the principles Send coupon today [ 


of this scientific painting plan, a new, illustrated 
folder has been prepared. It shows you how the correct 
use of light and color helps satisfy the psychological 
needs of patients . . . helps hospital personnel 

see better, feel better, work better. 


E. I. du Pont de Nemours & Co. (Inc.) 
P Finishes Division, Dept. M.H.-94 
Mail coupon today for your free copy of Wilmington 98, Delaware 
“Du Pont Color Conditioning for Hospitals.” 


Please send me, free of charge, your folder: 
“Du Pont Color Conditioning for Hospitals.” 


Name 





Title 





Hospital 





Address 





BETTER THINGS FOR BETTER LIVING 
... THROUGH CHEMISTRY 


City and State 
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Top Sound Conditioning 
at Rock Bottom Cost! 


ee Le = earerere 








First time available in full 1” thickness, Gold Bond 
Econacoustic now costs you Se a foot less than com par- 
able products with the same high noise reduction co- 
efficient (.70). May be redecorated by spray painting 
with water-thinned or oil paint with no appreciable loss 
of sound absorption. Gold Bond Sunflex wallpaint is 
especially recommended for Gold Bond Econacoustic. 
For new building or quick modernization. Installed by 
expert, factory-trained Gold Bond applicators, listed 


in your phone directory under “Acoustical Contractors”. 


) You'll build or 
remodel better with 


old Bon 


Call today for free estimate, or write Dept. H-94. NATIONAL GYPSUM COMPANY, BUFFALO 2, N. Y. 
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@ It's SMALLPOX — magnified 30,000 
times by the RCA Electron Microscope. 


Squibb medical research uses the 
RCA Electron Microscope to study the 
virus of smallpox and many other 
pathogens—because this scientific instru- 
ment reveals morphological details of the 
elementary bodies formerly outside the 
range of direct and clear observation. 


For example, the RCA Electron 
Microscope has helped to show the 
close similarity of the viruses of variola 
and vaccinia. It has revealed the great 
number of elementary bodies present 
in the early Stages of variolous infec- 
tion—and accounts for the ease with 
which epidemic transmission occurs. 
It has helped to contrast the differences 
in the number and size of the viruses of 


Chicken Pox or Smallpo. ? 


variola or vaccinia with the elementary 


bodies of varicella when obtained from 


vesicle fluid. 


So materially has the RCA Electron 
Microscope contributed to the natural 
history of human virus diseases that it 
has even been suggested this instru- 
ment, in the hands of experts, can 
be used in direct diagnosis—differ- 
entiating variola and vaccinia from 
varicella in the prodromal and undif- 


ferentiated stage of each disease. 


This is just one application of the 
Electron Microscope in extending the 
range of ultra-structure visualization 
for medical science. For complete in- 
formation on the RCA Electron Micro- 
scope, simply write Dept. 97D, RCA 
Engineering Products, Camden, N. J. 


SCIENTIFIC INSTRUMENTS 


Material here obtained from human source—with clinical and laboratory 
confirmation of the disease at the Squibb Institute for Medical Research. 








A Squibb technician adjusting the 
RCA Electron Microscope before he 
photographs virus specimens. The 
RCA Electron Microscope magnifies 
up to 100,000 times—50 to 100 times 
more resolving power than the light 


microscope! 


RADIO CORPORATION of AMERICA 


ENGINEERING PRODUCTS DEPARTMENT, CAMDEN, WN. J. 





In Canada: RCA VICTOR Company Limited, Mont 
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Patients are partial to Stainless 


> Who can doubt that patients respond favorably to the 


72, No. 4, April 1949 


SHEETS 


sparkling cleanliness and cheerful good looks of Stainless. 
When they see Stainless Steel all about them they uncon- 
sciously feel that they are better protected. And they are 
quite right. 

Wherever applied, Stainless Steel is a definite aid to main- 
taining asepsis. Because it can so easily be kept spotlessly 
clean and sanitary, its use relieves hospital personnel of much 
time-consuming labor. That means that there is more time 
to devote to your patients and they benefit directly from the 
closer attention and better care that can be given them. 

Hospital administrators are partial to Stainless, too. 

Not only because its use saves labor and unnecessary drudg- 
ery, but because this tough, strong, corrosion-resisting metal 
is unsurpassed for withstanding hard-knocks and severe serv- 
ice—because it stays like new year after year and literally lasts 
a life time. Stainless Steel, as some one has said, seems to have 
been developed especially for hospital use. 

If you want to insure the best performance from your Stain- 
less equipment, the next time you order make sure you get 
Stainless at its best—l'-S°S Stainless Steel. More than likely 
your equipment manufacturer already uses this perfected, 
time-tested Stainless—but it will pay you to be sure. 


AMERICAN STEEL & WIRE COMPANY, GENERAL OFFICES: CLEVELAND, OHIO 
CARNEGIE-ILLINOIS STEEL CORPORATION, PITTSBURGH & CHICAGO 
COLUMBIA STEEL COMPANY, SAN FRANCISCO - NATIONAL TUBE COMPANY, PITTSBURGH 
TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
UNITED STATES STEEL SUPPLY COMPANY, WAREHOUSE DISTRIBUTORS, COAST-TO-COAST 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


U°S°S STAINLESS STEEL 


STRIP 


PLATES 


BARS 


BILLETS - PIPE - TUBES - WIRE - SPECIAL SECTIONS 











NATIONAL MECHANIZED ACCOUNTING 


often pays for itself 
in the first year! 


And then goes on, year after year, saving you money. 


At the same time it gives complete, legible records. 


The National Window Posting Machine operates 
on both the all-inclusive rate and the specific service 
rate. In one operation, it posts the patient’s bill, the 
account card, the journal sheet, and the posting 


voucher with machine-printed amounts. 


All bills are posted daily and are always in balance 
...neat, and easy to read...instantly available on 
demand. All printings are originals—-and identical. 


No carbons are used. 


Ask your local National 
representative asystems 
inalyst--to show you how 


h tl achine can lowe 
much this machine car wer ACCOUNTING MACHINES 
your accounting Costs. CASH REGISTERS © ADDING MACHINES 


THE NATIONAL CASH REGISTER COMPANY, DAYTON 9, OHIO 
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FILL ANY R FOR 
HOSPITAL ELEVATORS 


Silence . . . smoothness... reliability . . . always the ingredients 
in the prescription for modern, up-to-date hospital elevator 
systems. Vital ingredients—for swift, secure and uncrowded 
movement of patients, staff and equipment—for dependability 
in emergency and normal service. 


But not just any make of elevator or just any installation will 
assure these ingredients. When you make your elevator 
purchase, be sure that the job is handled by a specialist in 
hospital elevator work . . . qualified by experience to engineer 
correctly the equipment that meets your individual requirements 


If you want all the vital ingredients in your prescription for 
hospital elevators ... check carefully .. . call a specialist .. . 
come to Westinghouse. 


WESTINGHOUSE ELECTRIC CORPORATION - ELEVATOR DIVISION - JERSEY CITY, N. J. 


you CAN BE SURE...1F ITS 
—_—_— 


Correct size and shape of car 
to accommodate beds, stretch- 


ers, iron lungs, personnel 


Wide doors—to accommodate 


new fracture beds 


Automatic Control—for use with 
attendant during busy periods or 
without operator when desired 


Car landings—oalways level, au- 
tomatic, no jerks to jar patients 


Power operated doors—save 
time, minimize operator fatigue. 


Silence — machine, cabs, doors 
controllers 


Correct illumination and ven- 
tilation—no glare, no draft. 


Speed—select high enough speed 


Car and corridor signals—for 
expediting traffic movement 


Mechanical and electrical fea- 
tures—moake the system reliable, 
simple and easy to maintain. 


Westinghouse — Variable Volt- 
age Control 


Westinghouse —Rototrol 


Send for booklet 8-3816— 
Hospital Highwoys,” the story of 
better hospital elevator service. 





og 


theres a Clarke 
Loor maintainer fOr your 
special needs e-budset 


Now—four different sizes of Clarke Floor Maintainers 
from which to choose the machine that’s exactly right for 
your requirements! They vary in brush diameter from 13 to 
23 inches, in motor power from % to 1 H.P. All four are 
alike, however, in the ease and speed with which they scrub, 
wax, polish, steel wool, sand, and shampoo . . . alike 

in their smooth, noiseless operation . . . alike in the way they 
save time, money and labor, year after year. So fit your 

needs with a Clarke—ask your dealer for a demonstration 

on your own floors, or send coupon below. Now! 


= 
te Every Clarke Floor Maintainer » s. The quick- 


has the improved “finger-tip action” safety switch adjustable handle 
—controlied with either or both hands. thot “fits” the 

operator is 

available on all 

Clarke models. 


FLOOR MAINTAINERS 


Made by Clarke ... Pioneer and Leader in 


Floor Sanding, Polishing and Maintenance Machines 
Sales and Service Branches in All Principal Cities 
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P-15—'2 HP 
15 brush 


CLARKE SANDING MACHINE COMPANY 


524 Clay Avenue, Muskegon, Michigan 
[|_| Please send complete information on Clarke Floor Maintainers 


[ Have my dealer recommend and demonstrate the Clarke Floor Main- 
tainer best suited to our needs 


INSTITUTION 
ATTENTION 


Title 











Non-caustic 
Non-irritant 
Non-specific 
Non-corrosive 
—eean Economical 
Pleasant odor 














O-syl is a significant and important development in the field of 
disinfectants. A non-irritating, non-caustic, non-specific germicide, O-syl 


successfully and promptly attacks the many pathogenic bacteria and fungi 


Whose elimination is the object of disinfection and antisepsis. 


1 that even when 


Economical to use, O-syl is so highly concentrated 
For disinfecting floors, walls. greatly diluted, it is extremely powerful in its antibacterial action. 
furniture, bedding. Won't fade " . 

No disagreeable odor lingers after disinfecting with O-syl, 


or discolor. 


because O-syl is nearly odorless—unlike many 


familiar disinfectants in hospital use. 





nile 
sila! 
For the disinfection of surgical 


um t 1 + . , ‘ ° 
instruments and rubber goods O-syl diluted 100 times makes 
an economical, potent disinfect- 


For preparing the obstetric 
ant solution for general use — 
costing as little as 2.4¢ per gallon. 


For the hands as an antiseptic 
rinse. Doesnt burn or irritate. 


itient 
For ringworm of the foot to dis- For the disinfection of dishes 
infect socks, stockings and as ised by patients with contagious 


i foot bath. liseases 


O-SYL. (HOSPITAL STRENGTH, PHENOL COEFFICIENT 5) 
IS LISTED AT $3.00 PER GALLON IN GLASS CONTAINERS, 








discount for shipment in individual S-gal. drums. 10°, discount for Call your hospital supply dealer today or write direct 
discount for shipment in individual to Lehn and Fink Products Corp., “Hospital Dept., 
445 Park Ave., New York 22, N.Y Professional 


Sample on Request 


5 
shipment in individual 10-gal. drums. 20 
50-gal. drums. Freight prepaid on 10 or more gallons shipped at one time 


to one address. Terms 2°, 10 days, 30 days net 
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Mareelle Ualpighr 


1628-1694 
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Forty Years of 


EXPERIENC 


in Suture Manufacture 


ny these 


sutures and ha 
edge that is unequalled in 
products—the result of decac 
for absolute control over e 
They retlect the combined eff 
Spec ialists in applied science 
1+ 


in processing and testing. ¢ 


quality by surgeon 


MARCEI 


pighi 
Vance 
ve 


of the 


f ti \ 
Ss Torty vears 


t} 


e span of modern suture manut 


vears D&G has led consistently in the development ar 


s amassed a fund of specialized experience and knowl- 
the industry. Today, all D&G sutures are precision 


les of planned research and development of methods 


very factor that contributes to correct performance. 


orts of clinician, chemist, physicist, biologist and other 
all working with facilities for the utmost accuracy 


onsequently, they are recognized as the standard of 


DAVIS & GECK, INC. srooktyn, NEW YorK 


LO MALPIGHI (1628-1694) Though never a surgeon, Mal- 


‘’s intensive studies in physiology led to important ad- 


He is credited with the first accurate description of 
sicular structure of the human lung and the gray matter 
brain. Pioneering in the application of the microscope to 
idy of anatomical structure, he was the first to observe the 

ing through the capillaries of a frog. His name 
ated with the discoveries regarding the characte 


of the epidermis, the kidney and the spleen. 





“MARTEX towels 


7 


certainly must be well made’ 


Let’s eavesdrop ona couple of hospital workers— 


“Girl, this place sure shows *em up.” 


“Does what?” 
“I'm telling you, a hospital laundry shows whether things can take it.” 


“Things? What things?” 
“Oh, sheets, operating gowns, uniforms.” 


“How about towels?” 
**Most towels, but not these towels. I've been watching. These towels 


keep coming back for more.” 


“Wonder why?” 
“Guess it’s that MARTEX label. MARTEX towels cer- 


& tainly must be well made to take it the way they do.” 


j years 
Wellington Sea 

taduntrial. 

Hees" 

and Apparet 


TEXTILES 


BOSTON CHICAGO DETROIT ATLANTA PHILADELPHIA 
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SAN FRANCISCO 





lea 


66 VS PAT OFF 
Name Wover Plain Terry 


Terry and Huck Towels, 
Wash Cloths and Mats 


Yes, MARTEX name-woven terry towels 
are built to last, to take brutal wear and 
repeated trips to the laundry. Their wear 
n starts at the foun 
dation, in the plied yarn ground warp 
nd warp threads 


resisting construct 


threads. Plied yarn gr 
are the basis of a strong, durable towel. 

On plain towels and toweling the com- 
panion FAIRFAX label insures long life 


at low cost 


products of WEST POINT MANUFACTURING COMPANY 
WELLINGTON SEARS COMPANY, selling agents 
65 Worth Street, New York 13, New York 


LOS ANGELES NEW ORLEANS 


Towels, Crash and Huck 
Towels and Toweling 


ST. LOUIS 
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making new friends every day. 


you'll like SIMMONS Self-Adjusting hed!... 


@ Simmons’ revolutionary bed that helps 
patients help themselves—and relieves nurses, 
supervisors and administrators, too—is the 
hospital bed of the future. It is far more flex- 
ible than the standard two-crank bed—and it 
has no equal in convalescent wards and rooms. 
No wonder it is gaining in popularity every 


day. You'll like its many features, too. 


If you are planning to equip a new hospital, 
or a new wing, or replace out-moded, uncom- 
fortable beds, you will be wise to get the facts 
about the Simmons Self-Adjusting Bed and 
see it demonstrated. See your hospital supply 
dealer, visit any Simmons showroom or, 
write direct today to your nearest Simmons 


Company office. 


To complete the patients’ comfort, equip the bed 
with Beautyrest made expressly for hospitals. It 
gives patients firm, uniform support, and assures 


relaxation, so important during convalescence. 
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hospitals like them... patients like them... 





Seventeen positions, including Hyperextension, Fowler and 
Trendelenburg—far more than possible with the standard 
two-crank bed —are available for nurse operation with the 
Simmons Self-Adjusting Bed. What’s more, the bed can be 
locked into position if, for medical reasons, the patient 
should not be moved. Note the ease of operation by the 
nurse —no stooping, no hard cranking. 


ROSPITAL OLV1IS1O-.N. 


DISPLAY ROOMS: 
Chicago 54, Merchandise Mart + New York 16, One Park Avenue 


San Francisco 11, 295 Bay St. * Atlanta 1,353 Jones Ave., N.W. 
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TESTS SHOW ELASTICITY 





Like the strands of the spider’s web, 

silk fibers are notable for their great 
elastic strength—a quality that makes them 
pre-eminent as suture material. 


Silk sutures can be stretched 20°; and retain 
their original strength. When tension 

is released, they return to approximately 

their original dimensions. 











Their “shock absorber’’ quality helps prevent 
breakage when knots are tied; acts as 
insurance against knot slippage. Silk sutures 
reduce tissue strangulation during 
post-operative edema. Silk adjusts itself as 
tissues swell and shrink 











Champion Serum-Proof Silk Sutures are the 
non-absorbable sutures of choice—for elastic 
strength, dependability and perfection of finish 
They are available from your regular supply 
house, or direct from the makers, 


GUDEBROD BROS. SILK CO., INC., 225 W. 34th ST., NEW YORK 1. 





(Fig. 1)A 
t Fig. 2) 

(Fig. 3) 

(Fig. 4) A 


CHAMPION-PARE | | 
SERUM-PROOF SILK SUTURES by © ame 


A nakers of Dermal, Cotton 
and other Champion Sutures 
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OR a completely new hospital or for remodeling an existing 
one, the selection of sterilizing equipment is of vital con- 
sideration @ Scanlan-Morris sterilizers, comprising more than 
150 sizes and types, offer a most complete selection from which 





to meet any sterilizing requirement @ The Ohio Technical 
Planning Staff, through almost 50 years experience in sterilizer 


OHIO CHEMICAL PRODUCTS design and construction is qualified to give you valuable 
Heidbrink Anesthesia Apparatus assistance and authentic guidance on sterilizer installation 
Ohio-Heidbrink Oxygen Therapy 
Apparatus @ Kreiselman Resus- 
citators @ Scanlan-Morris Steri- 
lizers @ Ohio Scanlan Surgical storage and warming cabinets @ To aid you in meeting your 
Tables @ Operay Surgical Lights ; ¢ 
Scanlan Surgical Sutures @ Steril- 
Brite Furniture @ Recessed Cabi- 
nets @ U. S. Distributor of Stille detailed information, call our nearest branch sales office. 
Instruments. 


OHIO MEDICAL GASES 


Oxygen @ Nitrous Oxid 

Cyclopropane @ Carbon 

Dioxide Ethylene @ Helium ¢ ¢ 

and mixtures @ Also Lab- <> 


oratory Gases and Ethyl 
Chloride. 


such as recessed batteries and central supply department 


installations with complementary Scanlan-Morris recessed 


sterilizer needs, we have recently published a 50-page catalog, 
“Seanlan-Morris Sterilizers,” mailed on request. For immediate 


THE OHIO CHEMICAL & MFG. CO. 1100 Fast Washington Avenue, Madison 10, 

Wisconsin @ Branch offices in principal cities @ Represented in Canada by Ohio 

Chemical Canada Limited, Montreal and Toronto, and internationally by Airco Corporation 
(International), New York 18. 
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“What Every Hospital Buyer Should 


” 
Know About Feathers { 
_— important booklet, originally published 
in September 1939, has been revised and 


the years it has not 


to hospitals but 
full of factual information, liberal 
ted with photographs and diagrams, 
requested by hundreds of Universi 
raries, Federal and State Government 
nts and others outside of the hos- 
| field 
discusses types of feathers, where feathers 
from, how they are essed, how to 
ify and judge feathers, how to analyze 
r mixtures, the best construction of hos- 


pital pillows how to care for pillows State : 

and National bedding laws, the meaning and Ss ° 

importance of ~ sng — I “e bus other EVERY HOSPITAL BUYER 
mportant facts about feathers and pillows 


so eee Ree ein hs" SHOULD KNOW ABOUT WHITE KNIGHT PILLOWS! 


I 
uled to most hos} t 
r any reason, your copy di oO 
Cea aeniek ass biel mn 1 They are manufactured to our own very rigid specifications (developed 
waft iss 23 ig ae Sony as a result of years of study of feathers and feather pillows) to meet 
We will gladly mail one all hospital requirements 

They are ‘‘Sanitized’’ — a chemical treatment that retards germ and 
mold growth, resists odors caused by heat and perspiration, protects from 
breakdowns through the action of bacteria and resists moth damage. 


Wi LL R 0 S S, In a 3 They all carry the New York Label — an effective guarantee against 
misbranding. 


Manufacturers and Distributors of Hospital and Sanatorium Supplies and Equipment 
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AMER 


MODERNIZED the Laundry Department at 
4.240-bed Stockton State Hospital, Stockton, Calif. 


PROBLEM: QOut-of-date equipment in old laun- 
dry failed to provide sufficient clean linens. The 
work turned out did not meet hospital's strict 
standards. Laundering costs were much too high. 





SOLUTION: The administrator requested our 

Laundry Advisor to make a thorough survey and 

submit recommendations. Based on his findings 

and recommendations, which included a_ sug- 

gested laundry layout, hospital installed latest 
sducing, labor-saving machines, 


RESULTS: Now. efficient, mass-production equip- 
ment launders linens on extremely short schedule. 
department is always generously provided 

fresh, sterile-clean linens. Staff and patients 

e pleased with the fine laundering. The mod- 
ernized laundry has reduced costs to minimum. 
Hospitals, /arge or small, are invited to use the 


services of out Laundry Advisor. ‘There is no 


obligation. Wrire Topay. 


A 
Remember. Every Department of the 
@ In modernized laundry, CASCADE Automatic Unloading Washers with Companion Hospital Depends on the Laundry. 
Controls wash and unload work automatically. High-speed NOTRUX Extractors are 
mechanically loaded and unloaded. Continuous Conditioning Tumbler, prepares flat ee eg ee ee 


pieces for fast, beautiful ironing on two STREAMLINE Ironers. | Your hospital will benefit by selecting from 


our complete line of the most advanced and 
productive hospital laundry equipment. 


Ue ilar | * | 


— - 
—~— he ME) 2. 


raf LLL pa M- 


“ree 


Lbssssssssssnag 


ttdtuate 


@ TRUMATIC Folders, at delivery end of ironers, automatically fold sheets and other large pieces twice lengthwise. One operator, 
in place of the former 3, completes folding and stacking. 


THE AMERICAN LAUNDRY MACHINERY COMPANY 
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"Oh, Miss Carr, Miss Carr, 
aren’t they beautiful!” 








Lovely Flowers by Wire are really beautiful. 
And we'll bet you, along with Miss Carr, have seen how happy 


they make patients... how flowers “pick them up”. 


Here’s 2 Flower ideas of benefit to all nurses. 


The Florists’ Telegraph Delivery Association has over 8500 
Sra} : 

members. Almost all of them deliver hospital flowers a/read) 

placed in containers. And the containers are already filled with 


long lasting, chemically treated water. 


FLORISTS’ TELEGRAPH DELIVERY ASSOCIATION, 149 Michigan Avenue, Detroit 26, Michigan 
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Vol. 


MAKE 
PROFESSIONAL 
LOOKING COPIES 


, \ 
, \ \ \\\ 
\ \ \ \ \ 
\ \\ \\ \ 
WAN 


A Stylus for Every Need 


For illustrating, ruling, letter- 
ing, writing. New roll-point 
stylus for handwriting. Three 
dual-point, 2-in-1 styli. De- 
signed for fast, easy use 
Attractive colors for easy 
identification 


Many Styles of 

Letters and Numbers 
Lettering guides of molded 
plostic. Greater thickness 


for strength, easy handling 


Attractive Shades and 
Patterns 

Screen plates in new large 
size to dress up your mimeo- 
graph work with shadings in 
many patterns. Sturdy plas- 


tic, restful amber color 


ANS 
7 


= ~ 


Drafting Table Precision 
The Mimeoscope ®) illumi- 
nated drawing board helps 
you to fast, easy tracing, 
drawing, lettering Shown 
here is the model 5 on Tilto 


scope model 35 base 
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A hospital is run by people. But the gears that keep 
it going are paper—medical records, schedules, nurs- 
ing procedures, personnel data—countless copies of 


anything written, typed or drawn. 


That’s an important job. If it’s done swiftly, smoothly, 
and economically, it will be reflected in superior service 
to your patients. And it’s a job in which A. B. Dick 


mimeographs are unequalled. 


Fast production in handling a wide range of paper stocks 
and sizes is an easy matter with the complete line of 
A. B. Dick mimeographs. For use with all makes of suitable 
stencil duplicating products. Get complete details from 


your nearest A. B. Dick distributor, or send in coupon below. 


Mimeographing Is BALANCED Duplicating 


Brings you oll the essentia legibility, speed, versatility, easy 


peration, and low overall cost—withno sacrifice of one for another 








A.B.DICK 


... the first name in mimeographing 


A 
New Accessories make professional looking copies 


A. B. DICK COMPANY, Dept. MH-449 
720 West Jackson Boulevard, Chicago 6, Illinois 


Please send me more information on A. B. Dick mimeographs and new accessories 
NAME 
HOSPITAL 


ADDRESS 











[ 
| 






































The World’s Finest Surgeon’s Blade 
Now Hermetically Sealed 
in Aluminum Foil 


NOW A.S.R. Surgeon's Blades with the ‘Command 
Edge’ get double protection! First wrapped in heavy 
wax paper —now each pack is also hermetically 


sealed in aluminum foil! 


This unique protection makes it impossible for any 
moisture to reach the blades. A.S.R. Surgeon's Blades 
can be stored for years . . . and still retain their 


matchless uniformity and keenness! 


A.$.R. Double Edge RAZOR BLADES (for Hospital use 
Same superior steel — same technical excellence — as in 
A.S.R. Surgeon's Blades. Fit any standard double edge 
razor Convenient packs of 100 


SURGEON’S BLADES with the ‘COMMAND EDGE’ 


Fit all A.S.R. and all standard surgical blade handles 


A.S.R. HOSPITAL DIVISION, AMERICAN SAFETY RAZOR CORP., BROOKLYN 1, N. Y. 
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Neoprene Rollprufs now made in 
hospital green—for easy sorting. 


HEN it’s life or death in surgery, no equipment, including gloves, can 
be too good. Some surgical gloves offer definite advantages your sur- 
geons want but only by specifying brand on every order can you make sure 
of getting them 
By specifying Pioneer neoprene Rollprufs, for instance, your surgeons enjoy 
the nearest thing to bare-hand comfort and working freedom, with finger-tip 
sensitivity no rubber glove can match — plus safety from the dermatitis- 
causing allergen in rubber. 
All Rollprufs, rubber or neoprene, offer the exclusive advantage of beadless 
flat-banded wrists, no roll to roll down and annoy at critical moments in 
surgery. Banded wrists resist tearing, add to the extra-long glove life 
under frequent sterilizings assured by Pioneer processing. 
It pays you to insist on Rollprufs. Specify the gloves that help to better sur- 
gery — and make your budget go further. Your supplier has or can get them. 
Or write The Pioneer Rubber Company, 750 Tiffin Road, Willard, Ohio. 


* The Result of Over 30 Years of Quality Glove Making « 
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Pioneer Skin-Finish Rollprufs — 
made of latex rubber, new skin- 
soft texture. Non-slip finish on 
fingers adds remarkable new sure- 
ness to surgeon's touch. Flat- 
banded cuffs — no roll down. 


Pioneer Autopsy Gloves—durable 
comfortable lightweight neoprene 
gloves. Non-slip finish for greater 
dexterity. Free of dermatitis-caus- 
ing allergen found in natural 
rubber. 





perience and Kesearch Le. 


A. one of the earliest producers of penicillin on a commercial 
scale, Heyden has earned a reputation for dependability in the 
quality of its penicillin products. Backed by extensive research 
facilities and production capacity, the name Heyden has be- 
come identified with continuing advance in the development of 
superior antibiotics. You can specify penicillin products manu- 
factured by Heyden in the full confidence that your patient will 
receive medication of the highest merit. 


n 
ly by oF ° 
be dispensed On", dentist 

cauTiON To of o physicio” : 
nonen , 
the pre* buffered 
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HEYDEN 


CHEMICAL CORPORATION 


393 SEVENTH AVE., NEW YORK 1, N. Y. 


Chicago Office: 20 North Wacker Drive 
Philadelphia Office: 1700 Walnut Street 
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Tomac INFANETTE 


illustrates a Point. © 


Strong as metal —transparent as glass—the ToMac 
plastic Bassinette adds jewel-like beauty to complete 
utility. This Bassinette, combined with the Silverlux 
Stand and Cabinet into a complete /nfanerte unit, 

is the type of equipment that will stamp your nursery as modern 

and up-to-date. And your nursery is your “show window.” 

Tomac Infanette Nursery Equipment was developed by AMERICAN. 


* . P 
Infanette is Am&RICAN’S trademark for its Nursery Equipment 


...and here's the point: 


In meeting the needs of one hospital, AMERICAN is often able 

to anticipate the needs of others. That's because AMERICAN’S 
Field Representatives are in constant touch with every type and 
size of hospital; also because each Representative feels a personal 
responsibility to the particular hospitals he serves. 


Think of the AMERICAN Representative as a supplier of practically all of your 
day-to-day needs. But he is more than that. In representing his Company 

to you, he also represents you to his Company. Thus he enables AMERICAN 
to be of greater service to the Nation’s hospitals. 


A good man to know—the AMERICAN Field Representative. 


PLAN WITH AMERICAN 


. the first name in hospital supplies 


AMERICAN HOSPITAL SUPPLY CORPORATION 
GENERAL OFFICES e EVANSTON, ILLINOIS 
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The Influence of Timing 
On Protein Utilization 


The biologic importance of complete protein in the daily diet 
takes on new significance in the light of recent research on 
the influence of timing upon protein utilization.'” 


Protein-depleted animals, maintained on an otherwise ade- 
quate diet, rapidly regained weight when fed their complete 
ration of the ten essential amino acids. When, however, these 
ten amino acids were not provided simultaneously —five were 
given at one feeding and the other five in a feeding two hours 
later—recovery did not occur. 


These studies strongly suggest that efficient protein utiliza- 
tion requires simultaneous absorption of the indispensable 
amino acids. New emphasis is thus given to the rationale of 


routinely including biologically complete protein in all meals 
to assure optimal utilization of all the protein ingested. 


Meat is an outstanding source of complete protein. Regard- 
less of cut or kind, whether fresh, cured, or canned, all meat 
contains the ten indispensable amino acids capable of satisfy- 
ing every protein need of the organism. And, all meat is of 
excellent digestibility—from 96 to 98 per cent. 

‘Cannon, P. R.; Steffee, C. H.; Frazier, L. J.; Rowley, D. A., and Stepto, R.C.: 

The Influence of Time of Ingestion of Essential Amino Acids upon Utilization 
in Tissue Synthesis, Fed. Proc. 6:390, 1947. 

2Geiger, E.: The Role of the Time Factor in Feeding Supplementary Proteins, 

J]. Nutrition 36:813 (Dec. 10) 1948. 


The Seal of Acceptance denotes that the nutri- 


tional statements made in this advertisement | 2. 
are acceptable to the Council on Foods and # "4 


Nutrition of the American Medical Association. 


American Meat Institute 
Main Office, Chicago...Members Throughout the United States 
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Labor Turnover 

Question: What is the present average per- 
centage of labor turnover in hospitals?—A.M.., 
lowa. 

ANSWER: Hospital administrators at- 
tending a recent association meeting 
were asked this question with the fol 
lowing result: The over-all turnover in 
one hospital was 111 per cent in 1947. 
Fer the same period the turnover among 
nurses alone was 107 per cent. Another 
hospital reported an annual turnover as 
high as 150 per cent in some depart 
ments. In still other institutions, turn 
over ranged from 65 to 100 per cent 
for all employes 


Painting Over Paint 


Question: Is it possible to put a layer of 
paint of the highly washable alkyd resin type 
over a coat of the so-called water emulsion 


paint?—C.B.R. Mass. 

ANSWER: Alkyd resin paints can 
be put over water paint film provided 
there are not many coats of the latter. 


It would be wise to experiment with 


one room. If a number of coats of 


casein or casein-emulsion paint have 


been applied, a layer of material has ac- 


cumulated which does not have great 


cohesion and which is somewhat porous 
When you build up regular paint over 
this you finally get to a point where 
something lets go down underneath and 
the paint begins to come off in irregular 
This is not 


areas peculiar or particular 


to alkyd resin paints but applies to any 
of the flat or semigloss wall paints from 
manufacturer if they are applied 


Where thick 


water emulsion paints exist, it would be 


any 


over casein layers of 


well to try to remove them with a strong 
solution of alkali, using rubber gloves 
and enamel buckets, and scratching vig- 
orously with wire brushes; then rinse to 
remove the paint thus loosened and also 


the excess alkali. 


Painting Over Plaster 


Question: Can freshly plastered wall sur- 
faces be painted right after the plastering 
is finished?—E.R.J., Ore 

ANSWER: If a newly plastered wall is 
painted too soon, the unreacted lime, 
which is an alkali, is likely to combine 
with the oil in the paint to form a soap 
This will result in a bad appearance of 
the painted wall. It is usually best to 
allow plenty of time for the lime to set 
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and to permit the escape of most of the 

water and to be sure that most of the 

free lime is at least partially converted. 
-E. W. JONES. 


Dirt v. Light 


Question: Does the film of dirt on a painted 
ceiling and wall affect light reflection very 


much?—A.S.T., Wash. 

ANSWER: The difference in light re- 
flection between a dirty wall and a good 
clean wall can be as much as 15 to 20 
Incidentally, in painting ceil- 
the 


per cent 


ings should always consider 
effect of the color on light reflection. 
For instance, a light Colonial ivory paint 
on the ceiling will reflect about 80 per 
cent of the light. Off white and light 


about 74 per 


you 


cream color will reflect 
cent, whereas darker colors may only re- 
lect 40 to SO per cent of the light 


E. W. JONES 


Wall Coverings 
Question: What is the present trend and 
usage of washable wall paper in hospitals? 
Is it recommended? Is it being used more 
extensively than paint?—A.G.E., Mass. 
ANSWER 


there has been a decided increase in the 


During the last ten years, 


use of washable wall papers and cover- 
While it is true that 
many more hospitals still use paint on 


ings in hospitals 


the walls in all locations, it is equally 
true that an increasing number of hos- 
pitals are shifting to the use of washable 
wall coverings in patients’ rooms and 
other locations in the hospital. In this 
connection, the questioner is referred to 
the article covering the new Hartford 
Hospital in Hartford, Conn., in the May 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala.; William B. Sweeney, Wind- 
ham Community Memorial Hos- 
pital, Willimantic, Conn.; A. A. 


Aita, San Antonio Community 
Hospital, Upland, Calif.; 


Fisher, Thayer Hospital, Waterville, 


Pearl 


Maine, and others. 











Small Hospital Questions 


1948 issue of The MODERN HOSPITAL 
and the article, “What Kind of Walls 
and Wainscots Do You Want?” in the 
January 1947 issue. 


Who Appoints the Stqff? 


Question: How much should the medical 
staff have to do with the appointment of new 
staff members?—A\S., Tex. 


ANSWER: Doctor MacEachern’s Bible 
of the hospital world, “Hospital Organi- 
zation and Management,” as do the writ- 
ings and words of most authorities in 
the field, specifically outlines methods 
of medical staff 
universally agreed that the president or 
staff should 


appointment. It is 


chairman of the medical 
appoint a standing committee on staff 
credentials. Many people feel that the 
hospital administrator should be a full 
voting member of this committee. The 
staff committee on credentials should, 
atter thoroughly reviewing a prospective 
member's credentials, make its recom- 
mendation to the entire staff at a regular 
meeting. If the staff concurs with the 
credentials committee’s recommenda- 
tion, the recommendation should then 
be made to the board of trustees of the 
hospital through the administrator. Staff 
appointment should be a cooperative job 
undertaken by the hospital administra- 
tor, credentials committee of the staff 
and the board of trustees. 

More detailed information on 
cedures to be followed is contained in 


pro- 


the article, “A Hospital Is Only as Good 
as Its Medical Staff,” from the January 
1948 issue of The MODERN HOSPITAL. 


Square Feet per Gallon 


Question: How many square feet of wall or 
ceiling should be covered by | gallon of 
paint?—J.McD., lowa. 

ANSWER: A high quality, good flat 
wall paint should cover between 500 and 
700 square feet per gallon—E. W. 
JONES. 


Square Feet per Hour 


Question: How many square feet per hour 
should be expected from a reasonably good 
workman in painting walls?—B.H., Idaho. 


ANSWER: In painting a fairly large 
open surface, a reasonably good work 
man using a high grade flat wall paint 
should cover 250 and 300 
square feet per hour. A really hard-work- 


between 


ing painter might well cover as much 
as 350 feet per hour—E. W. JONES. 
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ANTISEPTIC SEPTISOL 
Surgical Soap 


Containing G-I1° 
ANTISEPTIC SEPTISOL is a concentrated liquid surgical 
soap containing hexachlorophene, commonly termed G-11* in 


recent medical literature. For preoperative scrubbing, it 
offers these major advantages: 


GREATLY SIMPLIFIES SURGICAL SCRUB-UP ROUTINE 
ANTISEPTIC SEPTISOL accomplishes superior bacterio 
ogical cleanliness of the skin in less than '/2 the time 


required for conventional surgical scrubs. 


MAKES BRUSH SCRUBBING UNNECESSARY 
er The marked effectiveness of ANTISEPTIC SEPTISOL 
YL Soes Di eliminates the need of scrubbing brushes. 


ELIMINATES NEED FOR ANTISEPTIC RINSES 


Alcohol and iodine rinses which often defat and irritate 
the hands are unnecessary, because of the thorough 
antiseptic effect of ANTISEPTIC SEPTISOL. 


OFFERS ACCUMULATIVE PROTECTION FOR SKIN 
A bacteriostatic film accumulates on the skin with 
repeated use of ANTISEPTIC SEPTISOL, maintaining 
bacterial population at extremely low levels. 
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Now you can use 
Pittsburgh 


COLOR DYNAMICS 


to improve efforts 
of medical and 
nursing staffs! 


Ss 


We'll gladly submit a COLOR DYNAMICS 


Survey of your hospital . . . Free and without obligation! 


P:: TSBURGH COLOR DYNAMICS 


is much more than a system of 
painting. It takes into consideration 
many factors upon which an accurate 


color plan must be based. 


We'll be glad to make a scientific 
color engineering study of your hos- 
pital on request—free and without 


obligation on your part. 


In many hospitals and sanatoriums 
Pittsburgh COLOR DYNAMICS has 
transformed drab and uninviting in- 
stitutions into charming and attractive 
establishments. Patients have made 
speedier recoveries and medical and 
nursing staffs have done their work 
more efficiently and 


a great deal 


pleasantly. 
Working with medical men and psy- 
chologists, Pittsburgh’s color experts 


and technicians have based this new 


painting method upon the reactions 
of human beings to color. 

By the use of COLOR DYNAMICS, 
patients’ rooms and wards have been 
given color arrangements that assist 
convalescence. Similar purposeful 
use of color in operating rooms re- 
lieves eye-fatigue and tension of sur- 
geons. Graduated steps of receding 
tones lessen the feeling of claustro- 
phobia in labor rooms. Proper colors 
at nurses’ stations promote alertness 
and efficiency. 

No hospital need seem bleak or cold 
when it can be transformed so simply 
and easily into a friendly place which 
inspires trust and confidence. 

You can apply these principles of the 
energy in color to your hospital with 
scientific accuracy. How to do this is 
fully explained in a profusely illus- 
trated booklet. Send this coupon for 


your free copy today. 


There’s a Pittsburgh Paint 
For Every Painting Need 


WALLHIDE— PBX, extra-durable; SEMI-GLOSS, for 
higher sheen; FLAT, for velvet-like finish; GLOSS, 
for severe service and frequent cleaning. 


LAVAX PBX ENAMEL — durable finish for interior 
use. Dries quickly to an eggshell finish that elimi- 
nates glare. For wood, metal or other surfaces. 


FLORHIDE—for floor surfaces; can be 


repeatedly with soap solutions. 


scrubbed 


eet | 


Pittsburgh Plate Glass Co., Paint Div. 
Dept. MH-49, Pittsburgh 22, Pa. 
CO Please send me a FREE copy of your 
new revised and enlarged Booklet, ‘Color 
Dynamics.” 

Please have your representative call 


or a Color Dynamics Survey of our prop- 
erties without obligation on our part 


Name 
Street 


City 


FREE BOOKLET! > 
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ARMSTRONG X-4 PORTABLE BABY INCUBATOR 





1. Low cost 

2. Underwriter approved 

3. Simple to operate 

4. Only 1 control dial 

5. Safe, low-cost, heat 

6. Easy to clean 

7. Quiet and easy to move 
8. Ball-bearing, soft rubber casters 
9. Fireproof construction 
10. Excellent oxygen tent 
11. Welded steel construction 
12. 3-ply safety glass 
13. Full length view of baby 


14. Simple outside oxygen 
connection 


15. Night light over control 


16. Both F. and C. thermometer 
scales 


17. Safe locking ventilator 
18. Low operating cost 

19. Automatic control 

20. No special service parts 
21. Lid locks open 











The Armstrong X-4 Portable Baby Incubator is a SAFE 
Baby Incubator, a LOW COST Baby Incubator and a 
SIMPLE Baby Incubator. That its practical, common- 
sense design has a wide acceptance is evidenced by the 
fact that almost 700 hospitals have placed repeat orders 
for more than 2500 X-4 Incubators. More and more it is 
being used, not only for the premature baby, but for any 
underweight or debilitated baby and in the delivery room 


for every new-born. 
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Easy on Those Spleens! 


HE advantage to patients of medical and nursing 
teaching in the hospital has been widely recognized 
and discussed. Unquestionably, the presence of students 
and the discipline of an educational program measur- 
ably elevate the quality of professional work, with the 
patient as a principal beneficiary. The point has been 
stressed in hospital publicity as well as in the technical 
literature, with the result that it has gained consider- 
able public acceptance. 
The whole truth about medical teaching in hospitals, 
however, must acknowledge the fact that in some cases 
the patient suffers rather than benefits from activities 


that are carried on in the name of education. For ex- 


ample, one might question the sense of a full work-up 


on a patient each time he is admitted to the hospital 
when there are several admissions during the course 
of the same illness. In most such cases, no doubt, the 
laboratory routine is justified by the necessity for check- 
ing possible pathological changes, but it is unfair to 
the patient and a waste of everybody's time, except per- 
haps the student’s, to go through a full-dress history on 
each such occasion. 

There is some likelihood, too, that in these and other 
cases the physical examinations by intern and clerk may 
be overdone to the point of becoming an intolerable 
burden on the patient—especially the patient who must 
perforce submit to a succession of inexperienced clinical 
clerks hell-bent on palpating the spleen. It is increas- 
ingly the practice to thrust these and worse indignities 
on private as well as ward patients; in either case there 
is need for careful evaluation of every step in the teach- 
ing process to make certain that the educational return 
warrants the affront to human feelings. Obviously, 
there are many things the medical student can learn 
only by doing, and it is generally true that the more he 
does, the more he learns. The probing finger of scien- 
tific inquiry must occasionally be withheld, however, 
in the interest of common sense and tender membranes. 

Any evaluation of the hospital’s teaching prograra 
should certainly include study of the attitudes displayed 
by teachers and students toward their patient-subjects. 
The routine that is carried out with friendly considera- 
tion has the same educational value as the one that 
makes the patient feel like a trapped animal. Hospital 
and medical authorities are fooling themselves when 
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orward 


they pooh-pooh the problem simply because patients 
who feel needlessly pawed-over, or -into, rarely express 
their resentment. As a matter of fact, the patient who 
roars or snaps his irritation may forget it sooner than 
the one who is too frightened or too polite to show it. 
Like the patient whose physical condition is unimproved, 
the one who leaves the hospital with resentment repre- 
sents a failure of the medical system. Among other 
things, he is likely to be unresponsive to the doctors’ 
argument that a government health insurance plan 
would bring “assembly line medicine.” 

“Whaddaya think we got now?” he may growl, re- 


membering those attacks on his spleen. 


Here We Go Again 


BLooe is running in the streets. The critically in 

jured, according to Collier's magazine, are turned 
from the doors of hospitals when they seek help. In 
fact, they are “shunted from institution to institution.” 
How do you like that? 

In two recent articles, a Collier's writer has given 
hospitals the business for rejecting and neglecting, if 
not actually abusing, emergency patients. People are 
dying all over the place, it develops—a circumstance 
that Collier's blames impartially on two groups, niggard- 
ly politicians and “buck-passing voluntary hospitals that 
prefer to dump all troublesome and expensive emer- 
gency patients on overworked public institutions.” 

Naturally, hospital people are exercised about this 
kind of publicity, which unfairly implies tiat all hos 
pitals are guilty of sins which only a few hospitals com- 
mit. It may well be, however, that the harm done 
by these sensational articles in the exposé genre is more 
imaginary than real. Exaggeration for effect and slant- 
ing news to suit a particular point of view are such 
familiar journalistic tactics today that the reading public 
routinely takes salt with its headlines. 

Readers having no previous experience with hospitals 
could easiiy get a completely false impression from the 
Collier's articles. The blood runs that freely. The 
fact is, though, that most people do have a previous 
experience with hospitals, either as patients or visitors. 
To the extent that articles like these contradict the read 
er’s own experience, it is the articles, and not the experi 
ences, that are ignored or quickly forgotten. It is only 
when the reader’s experience confirms the writer's stric- 
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tures that the impression is likely to be both harmful 
and lasting. Bad publicity can’t really hurt a good hos 
pital, any more than good publicity can help a bad one 
Thou art not the better because thou art praised, nor 
the worse because thou art dispraised,” said Thomas 
for as thou art, thou art.” 


a Kempis, 


Can’‘t Tell the Players 


a” THE open season for regional hospital meetings 
gets rolling this month, more attention should be 
paid to a suggestion that has been made by the Hospital 
Industries Association. The association has proposed 
that a uniform system of colored badges should be 
adopted for all hospital conventions. 

Under the proposed system, hospital administrators 
would wear, say, blue badges, while trustees would wear 
purple, and assistant administrators and major depart- 
ment heads would wear red. Minor department heads 
and other small-fry could be designated by white, or 
possibly mouse-colored badges, and still other identify- 
ing colors could be assigned to such groups as consult 
ants, architects, public health officials, hospital magazine 
reporters and the exhibitors themselves. 

We should like to add the suggestion that a special 
badge, preferably made of dark brown blotting paper, 
be prepared for those thirsty convention-goers of all 
echelons who spend most of their time lapping up cock- 
tails furnished by the ever-loving exhibitors. Ultimately, 
of course, these lushes distinguish themselves in other 
ways, so that no separate identification is needed, but 
a special badge would make everything clear at the 
outset and save time all around. 

The idea of different colored badges for different 
groups was originally advanced as an aid to exhibitors’ 
salesmen, who would like to know whether they are 
talking tO a prospect, a Competitor Of a tool-and-die 
maker from Cincinnati who got in by mistake. The 
system would also be useful, however, to convention 
speakers and chairmen, who could tell from a quick 
lapels and bosoms confronting them 
Facing 


glance at the 
whether or not the audience was top-drawer 
a sea of red, white and brown badges, for example, 
with only a sprinkling of blue and purple, a chairman 
might get together with his speakers and decide to call 
Obviously, the idea has un 


the whole meeting off 


limited possibilities 


Say “A-Ah”—at a Hearing! 


] rT IS not 


SCTVICCS, 


for the purpose of creating better health 
a letter printed in a recent issue of a medi- 
cal journal says of compulsory health insurance. “It 
is one of the final steps in the over-all plan to change 
our form of government to a Socialistic State which was 
started when the United States joined the International 


1< 


Labor Organization in 1934 

There are so many good arguments against the gov 
ernment’s health insurance program that one wonders 
why anybody bothers to read, much less to write and 


print, this obsessive absurdity. The very best arguments 
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against compulsory health insurance are written into 
the compulsory health insurance bill itself. For ex- 
ample, Title II, Section 262 of S. 5 ("A Bill to Pro- 
vide a National Health Insurance and Public Health 
Program”) sets forth the method of handling com- 
plaints under the proposed health service: 

“Any eligible individual aggrieved by reason of his 
failure to receive any personal health service benefits 
to which he believes himself entitled,” the bill states, 
‘or dissatisfied with any service rendered him as a per- 
sonal health service benefit, and any person who has 
entered into an agreement to furnish services as per- 
sonal health service benefits and who is aggrieved by 
the failure or alleged failure of a local administrative 
committee to carry out the agreement in accordance 
with its terms, may make a complaint to the local ad- 
ministrative officer or local executive officer in the area 
in which the action or inaction complained of occurred, 
or to such other officer as may be provided in regula- 
tions. If the officer to whom such complaint is made 
finds, after investigation, that the complaint is well 
founded, he shall promptly take such steps as may be 
necessary and appropriate to correct the action or in- 
action complained of; and he shall notify the individual 
or other person making the complaint of his disposition 
thereof. Any such individual or other person dissatis- 
fied with the action taken may in writing request a 
hearing thereon and shall be afforded opportunity for 
the same 

Anybody want to go up against that system with a 


bellyache? 


Let the Best Buyer Buy 


NUMBER of instances have come to light recently 
in which architects building hospitals have been 
authorized to select and purchase all the equipment and 
furnishings. The price of these items has thus been added 


to the contract on which the architect's fee is based 


Plainly, this is a practice that could easily lead to 


abuses. To be sure, there are some circumstances under 
which the architect may be the person best qualified to 
select such heavy equipment as laundry machinery, 


laboratory furniture and equipment, sterilizers, food 


and other permanent fix- 


preparation equipment, 
tures. In the case of a new hospital, where no ad 
ministrator or consultant has been employed, an ex- 
perienced architect may be invaluable to an inexperi- 
enced board in the selection of all the equipment. In 
such cases, however, the board should weigh the com- 
parative cost of thus using the architect's services, for an 
additional fee, and employing an administrator early 
enough to select the equipment he will work with. 
Certainly where an administrator is on the job the 
major responsibility for selection of equipment should 
be his. The wise administrator will seek the advice of 
everyone who is qualified to help him—architect, con- 
sultant, manufacturers, department heads—but he will 
make the final decisions. If he isn’t the best buyer of 
most of the equipment and furnishings that go into the 


hospital, he isn’t the best administrator. 
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Earphones effectively block out disturbing operating room noises. 


h) [ L E N T MUS | C soothes the surgical patient 


RAY E. BROWN 


EDICAL literature fairly abounds 
with references substantiating the 
value of music as a form of therapy 
These references occur as early as 2500 
B.C. and grow in number with the pass- 
ing centuries. Despite this long span 
ot time, and the numerous references 
of approbation, it is still a fact that 
little has been done to take advantage 
of the therapeutic values ascribed to 
music 
One of the specific values of music 
oftenest mentioned is its beneficial 
effect upon mental and emotional dis- 
turbances 
cause of deep emotional upset of the 


Perhaps the single largest 


hospitalized patient is the apprehension 
and anxiety experienced by the surgical 
patient. Despite adequate premedica- 
tion and concerted encouragement from 
friends and medical personnel, the sur 
gical patients normal reaction is one of 
apprehension 

The full consequences of this mental 
experience on the patient's postopera- 
tive course, and the long time effects, 
of much concern. The 


are a matter 
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H. M. LIVINGSTONE, M.D. 


problem has taken on increased signif- 
cance in recent years as a result of the 
rapid increase in the use of spinal, 
regional and local anesthesia. These pa- 
tients offer the added problem of being 
subjected to a conscious experience 
during the actual operation. Whatever 
fears they bring to the operating room 
are heightened by the period spent in 
such a totally strange environment and 
listening to the necessary conversation 
going on among the surgical team. 

With the advent of mechanical re- 
cording devices it became possible to 
bring music into the operating room 
without the presence of live performers. 
An early report of this was made by 
Kane’ in 1914. He used a phonograph 
in his operating room as a “means of 


JOEL WILLARD 


calming and distracting the patients 
from the horror of the situation when 
undergoing the induction of anesthesia.” 
In 1929 Farr* advocated the use of 
music during surgical procedures under 
local anesthesia and reported that time 
seemed to pass more quickly for the 
patients and they were less fearful of 
being hurt because their minds were 
otherwise occupied. Two years later 
McGlinn® reported the use of a radio 
in the operating room. He found that 
the radio diverted the patients’ atten- 
tion. In 1933 Erdmann‘ added an inno- 
vation by employing disc records and 
earphones so that only the patient need 
listen to the music. 

Despite the experiences listed, and 
many equally as enthusiastic in past 





Mr. Brown and Dr. Livingstone are, respectively, super- 
intendent and chief of the anesthesia department of 
the University of Chicago Clinics. Joel Willard, who 
made the installation, is an audio engineer 





NRE NEN 





The duo-channel magnetic tape recorder provides unlimited playing time. 


and recent years, no instance of con 
sistent use of music in the operating 
room had been discovered when the di- 
vision of anesthesia of the University 
of Chicago Clinics decided to explore 
the problem during September of 1947 
The interest of the department had 
been aroused through the efforts of 
Joel Willard, an audio engineer. Mr 
W illard had developed an interest in the 
possibility of alleviating some of the 
emotional distress experienced by sur 
gical patients because of the experi- 
ences of a friend who had undergone 
surgery a short time previously. Mem 
bers of the department of anesthesia 
realized that the answer to the problem 
lepended to a large extent upon tech 
nical questions in the field of elec- 
tronics and agreed to undertake the 
study if Mr. Willard would participate 

The approach to the study was two 
fold. One aspect had to deal with a 
determination of the therapeutic value 
of music. The other side of the ques 
tion was the technical and mechanical 
problems involved in developing the 
necessary [to 
work of the 


technic 
The 


second aspect Was important only if 


equipment and 


supply the music 


the answer to the first half of the study 
was favorable 

In order to establish the therapeutic 
value of music, accurate observations 
and records were kept on a substan 
tially representative group of patients 
who underwent lengthy regional anes- 
thesia during the last twelve months. 
such details as 


This study included 


type of operation, anesthetic, mental 
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and emotional condition before sur- 


gery, type of music played, length of 


playing time, previous operations and 


reactions to them, patient's opinion of 
the music before, during and after the 
surgical procedure and the opinion of 
the anesthetist and the surgeon 

Undoubtedly, the most important in 
formation was the patient Ss own opin- 
ion as to the value of the music. Emo- 
tional and mental disturbances, being 
of a subjective nature, are best appre- 
ciated by the subject 

The largest number of the patients 
included in the survey felt that their 
earphones effectively blocked out the 
disturbing operating room noises, and 
the music definitely was an aid in re- 
lieving their fears 

The findings of the anesthetists are 
in accord with the patients’ feelings 
Their report showed less emotional dis- 
turbance as demonstrated by the actions 
of the patients and by the reduction in 
quantity of anesthetic agent used. The 
opinion of the surgeons is that the 
music makes a real contribution to sur 
gery. It makes for a more relaxed pa- 
tient, which facilitates the actual work 
of the Also, the surgeon has 
much more vocal freedom in teaching 


surgeon 


as he is able to discuss the various con- 
litions peculiar to the case and the 
methods of management, knowing that 
the patient's hearing is dulled by the 
earphones and music 

Early after the experiments began 
the factors necessary for successful uti- 
lization of music during surgery be 
came obvious. These were: 


1. The equipment would have to be 
such as to allow continuous and un- 
interrupted music throughout surgery 
in order to avoid intervals during 
which the patient could begin to con- 
centrate upon the operation and the 
accompany ing conversations 

2. The equipment should not re 
quire the attention of any of the med 
ical personnel during the course of the 
operation and preferably not during 
the entire operating day 

3. Since it was known that adult 
patients had positive feelings as be 
tween classical and popular music it 
would be necessary to provide a choice 
of selections. Further, it would be nec 
essary to provide entirely different 
music for the child undergoing surgery 

1. In the usual case the apparatus 
would have to be silent to everyone 
except the patient in order to prevent 
distractions, or irritations, to the sur 
geons and other personnel. At the same 
time some means would have to be 
provided by which the anesthetist could 
check the reception as to volume and 
continuity 

5. For the reason mentioned a vol- 
ume control would be needed imme- 
diately adjacent to the anesthetist’'s 
position at the operating table 

6. Because the operating room was 
uready a congested site, and because 
of explosion hazards, all equipment 
would need to be located out of the 
operating room 

In order to meet these specifications 
it was for Mr. Willard to 
develop an entirely new apparatus, inas- 
much as the only wire, or tape, record- 
ing machine available on the market 
required that the wire be changed every 


hour, and this procedure necessitated 


necessary 


an interval of ten minutes for rewind 
ing and resetting 
these difficulties a duo- 


recorder 


To offset 
channel magnetic 
leveloped which provides an unlimited 
playing time. 4800 foot 
reel of standard one-quarter inch mag- 
when 
per 


tape was 


It utilizes a 


netic recording tape which 


played at a speed of 7.5 inches 
second will play for a total of four 
hours. This is achieved by utilizing 
half of the width of the tape for each 
recording channel. In the forward di- 
rection the top channel is used for a 
two-hour recording, at the end of 
which a solenoid is automatically acti- 
vated, which reverses the direction of 
the tape and places the bottom channel 
in operation. Thus, the top channel 
rewinds while the bottom channel is 
playing. This feature makes it pos- 
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sible to set the machine at the begin- 
ning of the day and have it play 
uninterruptedly throughout the day. 

The experimental work has been 
done with a portable machine mounted 
on casters. Work is now under way to 
install the equipment permanently in 
a closed alcove, 8 by 5 feet in size, 
entirely removed from the operating 
floor. The equipment will consist of 
three recorders (thus providing a se 
lection of classical or popular or chil 
dren's music at all times) connected by 
a wire network to each of six operating 
rooms. Wall outlets will be located in 
each operating room and its adjacent 
preparation room. A selec 
tor switch at each wall outlet 
allow the anesthetist to meet the pa- 
tient’s choice as to the three types of 
music provided. Wall speakers will be 


anesthetic 
will 


used in the preparation room rather 
than the stethoscope type of earphones 
which are used in the operating room 

The wall speakers allow the patient 
the benefits of the music without the 
use of the earphones, thus giving the 
anesthetist opportunity to converse with 
the patient and obtain his cooperation 
and essential responses during the time 
of preparation, and the administration 
of spinal and regional blocks 
room a reel of 


In the operating 


extension cable is attached to the 


anesthetist’s table. Connected to the 


table also is a small volume control 
box. One end of the cable is provided 
with a plug for insertion into the wall 
outlet. The other end of the cable has 
the patient's earphones and also a set 
of earphones for the use of the anes 
thetist in monitoring the reception by 
the patient 

The recording machine is grounded 
to eliminate any possible static spark. 
The amount of current required to ac- 
tivate the earphones in the operating 
little 


Inasmuch as 


room is so small that there is 
danger from that source 
the music is not needed in the oper 
ating room during general anesthesia 
no explosive mixtures are present at 
the times the music is utilized 

The type of music used is highly 


important. It must be the type of 
melody that will calm and soothe the 
patient, not excite or stimulate; yet it 
must hold attention. Most of all, the 
music must distract the patient by oc- 
cupying his mind. For this purpose it 
was found that vocal music was often 
well received because it requires more 
concentration on the part of the pa- 
This to the 


music 


is in contrast 
used for workers in 


tient fact 


type of 
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industrial where music is 
utilized as a background, not to be 
listened to actively, but used as a sub- 
tle stimulus. 

The experiences to date: lead us to 
believe that music in the operating 
room is definitely an asset and that it 
can be provided with a minimum of 
trouble to the surgical personnel. The 


plants 


response from the patients has been 
one of great enthusiasm. The surgeons 
have been pleased with the results both 
during the operation and postopera- 
tively. The equipment developed has 
overcome the technical difficulties here 


tofore experienced by reducing to a 
minimum the time consumed in opera 
tion and adjustment, and the conse- 
quent disturbance to patient and per 
sonnel. 


Kane, E. O'N.: The Phonograph in the 
Operating Room, J.A.M.A. 62:1829 (June 
6) 1914 

Farr, R. E.: Practical Local Anesthesia, 
Second Edition. Phila. Lee & Febiger, 1929 
Chapter V. General Technic. P. 124-193 

*McGlinn, J. A.: Music in the Operating 
Room. Am. J. Obst. & Gynec. 20:678-683 
and p. 727 (Nov.) 1930 

‘Erdmann, A. F.: The Silent Gramophone 
in Local Anesthesia and Therapy, Anesth 
& Analg. 13:570 (Nov.-Dec.) 1934 





Now They Dictate in Comfort 


CLARENCE E. WONNACOTT 


Administrator 


W! HAD two full-time surgical 
secretaries in the department of 
surgery at Latter-Day Saints Hospital, 
Salt Lake City, Utah. These girls were 
occupying a large room equipped with 
two desks and comfortable furniture 
for the doctors. Even with this much 
stenographic coverage, we found the 
doctors were complaining of difficulty 
in completing their surgical charts on 
the same day they did their surgery be- 
cause of evening or night emergencies 
when these girls were not readily avail- 
able or when the girls were busy taking 
dictation from other staff men 

We invited one of the companies 
that sells dictating equipment to come 
in and give us, without obligation, a 
test run on its equipment to determine 
if we could develop improved surgical 


Latter-Day Saints Hospital, Salt Lake City, Utah 


cannot tell 
enthusiastic we are about 
We found that 
by utilizing a well ventilated area near 
the doctors’ dressing room, approxi- 
mately 4 by 5 feet in size, we could in- 


records at lower costs. I 


you how 


what has been done. 


stall a setup for handling dictation 
which has proved to be extremely efh- 
cient. 

We first placed acoustical treatment 
on the walls and ceiling and placed a 
shelf at one end. We placed a 7 foot 
partition, the upper part made of glass, 
between the two small units and in- 
stalled two dictating machines in this 
area. We furnished comfortable leather- 
seat chrome stools. The firm that made 
the installation of the dictating equip- 
ment provided a person, on a full-time 
basis, for approximately two weeks to 
assist the surgeons in becoming famil- 
iar with the machines. The surgical 
committee agreed on a ruling to re 
quire all surgical dictation to be com- 
pleted within twenty-four hours. 

We have been amazed at the won- 
derful reception this little innovation 
has received. We now need but one 
full-time stenographer and we were 
happy to be able to use the other well 
trained surgical secretary as an assistant 
to the director of our expanded blood 
bank without incurring any pay roll 
increases. This move also made avail- 
able a large room in the surgery divi- 
sion which is being used to great ad- 
vantage for other purposes. 

From a paper presented at the American 
College of Surgeons Hospital Conference, 
1948 
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HE hospital administrator's job is 
growing steadily more complicated 
by a long list of demands upon his 


time and talents—a list much better 


known to you who actually operate 
hospitals than to any one of us on the 
outside. In order to operate effectively 
in this atmosphere of greater complex 
ity, the more effectual hospital ad 
naturally 


munistrators are turning to 


managerial technics that have been 
used successfully in other fields 
Probably the most difficule predica 
ment confronting today’s hospital ad 
ministrator is that arising from steadily 
increasing operating costs in the face 
of changed and more expensive patient 
service demands. This situation is 
most serious in a hospital that finds 
iN important proportion of its patients 
covered by some plan for hospital care 
schedules while 


For 


tion, the most eftective technic 


with fixed premium 


hospital costs mount this situ; 


is bi 


control, etfective use 
Perhaps we can best dem 


etary that is, the 
of budgets 
onstrate this by brief practical answers 
to the commonest questions about 
budgets 

Of special interest is the fact that 
budgetary control can be used success 


A large in 


§ nota prereq Lisite 


in smaller hospitals 


What Is a Budget? 


A budget is a 


I; iction It is ma 


statement 
itlinin 


Ip of estima ncome 


expense i 

peri 1s iccé 
organizational responsibilities. An 
quate budget clearly 
bility 


fixes the respons 
fore 


| } 


ndividual, de 


for achievement of each 


casted result on some 


partment or other organizational unit 


What Are the Advantages 
of a Budget? 


There are a number of desirable 


characteristics of Competent manage 
ment that are either provided for or 
encouraged by a program of budgetary 
control to a degree not achieved by 


any other managerial technic. Consider 
these possible advantages to be derived 
from budgeting 


i. 2 ghth plann No other 


managerial technic makes a similar de 
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THE BUDGET IS ONLY AS 
GOOD AS YOU MAKE IT 


J. M. KENNEDY 


McKinsey and Company, Management Consultants, San 


mand on a department head or man 


agement member to sit down and 
think through his operating program 
in terms of financial results. Our ex 


perience indicates that the most val- 


uable time of any executive is that 


put into intelligent planning. Budget 
ing distributes the planning function 
between the chief executive and his 
department heads 

?. Almost automatic coordination 
By establishing a program in advance 
on the basis of the planned activities 
for all organizational units it is pos 
arrangement 


sible to work out an 


whereby coordination is almost auto 
matic. If all of the 


thinking about their plans for the next 


executives are 


period, and then discuss together their 


results for each past period in terms 


of budget variances, the problem of 


effective coordination almost solves it 


self. Under these circumstances, being 


in step is so worth while, and being 


out of step is so obvious that most 


department heads worthy of their re 
sponsibility will be quick to take ad 


vantage of the opportunity ¢ 


] 


ordinate their activities witl 


related departments 

3. Maximum exp she ( 
accounting is a worth-while managerial 
that 


tool is typically a postmortem 


activity. Hence, cost accounting does 


not have much therapeutic value for 


the period simply because 


Budgetary 


covered 


that period is always past 


control, on the other hand, considers 


the future and thereby provides the 


first real opportunity most manage 


ments have to set an expense pattern 
that will provide the desired end re- 
sults. This is cost control of the most 
As a corollary, it should 


be plain that advance and coordinated 


lesirable sort 


planning of operations is the best way 


to generate Cost Consciousness in any 


organization 


Francisco 


s yund 


t fdvance Nformalion A 


budget can be invaluable in giving 
Management an opportunity to cushion 
the effect of adverse developments by 
pointing out in advance the probability 
of these situations. Similarly, a com- 
petent budget can point in advance to 
the need for expansion and improve- 
ment. It can be an excellent basis for 
appropriation requests Ir can also pro 
vide the advance information needed 


in negotiating with governmental 
bodies and organized plans for hospital 


care 


How Do You Start Budgetary 
Control? 

Budgetary control can be undertaken 
effectively by most management groups 
themselves. Only the larger, more 
complicated situations require profes 
sional assistance Where some outside 
help may be needed in smaller opera- 
tions, that help need not be extensive 
or expensive 

At the outset the responsibility for 
directing the budget should be clearly 
assigned to some one member of the 
group. In the smaller 
fall to the 


management 
hospital this will probably 
In larger insti 
assistant or the chiet 


should be 


as an ad- 


dministrator himself 
tutions a staff 
financial officer generally 
designated budget director 
ditional responsibility 

Once the budget director has been 
ippointed, he should proceed as fol- 
lows 

1. Develop a more detailed under- 
standing of budgetary control by ref- 
erence to some of the better works in 
that field. While not much has been 
written directly referring to hospital 
budgeting, the principles covered by 
well known texts apply to hospitals 

». Develop a budget control report 
The starting point is the determination 
of the form in which the budget is 
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What a Budget Is 


What Its Advantages Are 


How to Start Budgetary Control 


How to Install a Budget 


How to Make it Work 


Ideally, 


this report form will be the regular 


eventually to be established 


operating report with added columns 
for budgets and variances. To set this 
form up it will be necessary to consider 
account classifications, organization 
units, and time units 
Insofar as account Classifications are 
concerned, the budget will normally 
be set up in accordance with the hos 
pital chart of accounts. A budget esti- 
mate will be made for each account 
classification applicable to each organi- 
zation unit included in the budget 
A separate budget should be made 
for each organization unit represented 
in the hospital's organization structure 
Since control is achieved through indi- 
vidual supervisors, each supervisor 
should have his own budget, with pro- 
vision for all items over which he has 
control, These individual budgets can 
be summarized by organization groups 
until a grand total for the entire opera- 
tion is achieved. The exact number of 
organization units to be provided for 
will, of course, vary from hospital to 
hospital, depending upon the types of 
services rendered and the plan of or 
ganization. It is essential that each 
organization unit be clearly designated 
so that there will be no overlapping 
of responsibility or “blind spots” in a 
cost control program 
If the hospital does not have an 
approved organization chart, it is nec- 
essary to go back one step and prepare 
This is a worth- 


such a document 


while project in itself, however, be- 
cause there are many advantages that 
can come from it. For example, this 
undertaking will clear up some over 
lapping that is almost certain to exist 
when the plan of organization has 
never been put on paper. ) 

Finally, the budget form should con 
sider the period of time for which it is 


to be applicable. There is considerable 
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variation in this practice, some budgets 
being established on a monthly basis 
others for quarters or years. This is a 
point that must be settled at the start 
of the program, and one which to a 
large extent will be dependent upon 
the objectives of the whole program 
In most Cases it is not practical to 
budget for less than a quarter at a 
time 

3. Accumulate appropriate historical 
operating data and an understanding 
of what is included in each account 
classification to the extent that these 
are necessary for the individual man- 
agement members to budget intelli- 
gently. For example, each department 
head will want income and expense 
figures for at least the immediately 
preceding period and the same period 
last year. In addition, each expense 
account should carry a clear and logical 
definition the de 


partment head 


understandable to 


How Do You Install a Budget? 


Once the budget director has 
equipped himself in accordance with 
our previous discussion, he is ready to 
undertake the installation phase. Typ- 
ically, this would include the following 
steps: 

1. Prepare budget request forms 
These are the work sheets on which 
each department head requests budg- 
eted amounts for item 


which he has control. Distribute these 


each over 
request forms specifying the date by 
which they are to be completed 

2. At the time the requests are dis 
tributed, call a meeting of the heads 
of the departments or organization 
units that have income and expense 
responsibilities. The purposes of this 
meeting are to indoctrinate these peo- 
ple in the need for and the advantages 
of budgetary control and to answer 
questions pertaining to mechanics. Be 
sure to allow plenty of time to present 
the material and discuss it thoroughly 
This may take one long meeting or a 
series of several shorter ones, depend- 
ing upon the size of the group and the 
institution’s normal The 
budget director should make a presen- 


schedules 


tation and then conduct a thorough- 
going question and answer session so 
that budgetary control is generally un- 
derstood and unanimously adopted 

3. Forecast the operating level for 
the institution for the budgetary pe 
riod. It is essential that this volume 
estimate be made available as a guide 
to all supervisors making up budget 
requests. 


£ 
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This forecasting process may appear 
to be difficult at first glance. It does 
not require a crystal ball; it is not as 
complicated as it sounds. It merely 
represents a more formal estimate than 
is normally made in conducting the 
business of a hospital. No planning of 
any kind could be satisfactorily carried 
out without some idea of the demand 
The 


forecast of services suggested here is 


which the hospital must serve 


merely an orderly manner of recording 


these estimates so that the budget 


group may have a common starting 


The preparation of a 
more 


hospital 
forecast difficult 
than is that for many business enter 
prises which successfully use budgetary 


point 
should be no 


contre | 


In normal business this 


(which amounts to the sales 


practice, 
forecast 
volume) would probably represent the 
combined judgment of department 
heads who can influence it. The situa 
tion is somewhat different in hospital 
administration, because there is no op 
volume 


portunity to “promote” sales 


in the customary sense of that term 
However, the hospital volume level can 
generally be determined by the hospi 
tal administrator after such advice and 
consultation with department heads as 
secm necessary and appropriate 

Finally, this forecast should have the 
general endorsement of the department 
heads who will prepare their budget 
using it as a guide 

This step is just a reversal of the 
procedure ot most commercial enter 
prises where the forecast of the several 
departments are brought together and 
finally accepted by the head of the 
enterprise. In hospital budgeting, for 
the reasons stated, the estimate is made 
by the hospital administrator with ac 
ceptance by the several department 
heads 

i. After these preliminary steps the 
budget director should work with each 
department head as adviser and coun- 
selor in the actual preparation of each 
departmental budget. The priceless 
ingredient of sound budgeting is the 
work done by the individual depart 
ment heads. Each must actually initiate 
his own budget and recognize it as his 
own goal. The budget director who 
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in practice prepares a budget in behalf 


of a head has destroyed 


department 


of the most important values in 


getary controls. Each department 


head obtains the greatest achievement 
effect from 


ased on his own jud 


neentive and control 


yment 


budget director 


responsible 


most the 


nly be for esti 
* , 
mates certain over-all overhead 


tems, and there he would represent 


he hospital administrator 


The final portion of the budge 


levelopment job is that receiving 


the requests summMarizing them, and 


obtaining top-management approval 

As requests are received from the de 

partment heads, the budget director 

should review them for reason 
are receive 


When all 
} 


summarized 


ble ness 


5 show sleossl 


revicewe 


S mutual 
When rhe 
proval of tl 
' 


} } 
e s 


directors or other governing body its 
final approval of the budget. After this 
has been done, the department heads 
should be notified of the approval of 
their budgets and provided with ofh- 
furnish them 
within the 


cial will 


copies This 


with the authority to act 


limits set by the budget 


How Do You Operate a Budget? 


The actual operation and use of the 
budget is a fairly simple matter when 
the objectives are clearly understood 
and the mechanics of preparation have 
been carefully handled 

The major paper work of a budget 
operation consists of recording income 
nd expenses for each of the budgetary 
classifications and relating them to the 
pproved budget. This will normally 


t the 


be an procedure if 


automatic 
t is properly related to the ac- 


should proceed 


budge 


counting system. It 
much as the preparation of periodic 
that 


operating now does—if 


reports 
is properly done 
The 


operation of 


most important phase of the 


the budget is that of 


reporting and analyzing expenses 


promptly to get full value from the 
pr pre- 


normally 


A separate 


Reports are 
| 


Dasis 


ram 


} 


ired on a monthly 





ADMINISTRATIVE CAPSULES” 


harassed by the 


ADVICE to my 


4 WorRD ot! 


colleagues 


who are 


ntensification of trustee-interest in the business management of hos 


ays Reconcile 
losing a ba wder t 
the sick 
NOTHING 
practitioner if 


less, colorless and tasteless 


1 1 
pitais these 


matters right in 


JUSTIFIES A FEE 


IN CASE You DON'T KNow IT, 


zed more for the products of the 


for the tested remedies of 


THE INCANTATIONS OI 


he ht 


sions in hospitals and elsewhere 


SERVICE is a 


of which, by the 


SOCTIAT prize 


ents none 


nere 


No HospIral 
ong-term illness and you can’t 


who is threatened with it, by 


THE INHIBITIONS that we see 


the comfort of 


most patients 


Few Hospira.s have a clear 
muddle through 


E. M. BLUESTONE 


many of them 


t re poli y 
I polic 


yourselves to the 
win a 
the 
like 
» search of the Holy Grail avoids medicine that is odor 


Even a placebo carries a 


t-or-miss prescriptions which belie our scientific 


pre sc ript ion 


Way 


is worthy of the name which « 


occasional necessity of 


The 


war. Be patient! interests of 


end 


a prescription and the 


that is why 


world of meaning 


the corner pharmacy is still patron 


nostrum vendor and the quack than 


the man of science 


PRIMITIVE man have their unhappy sur 


pre ten 


with a wealth of vital 


acts mysteriously 


loes not seek to prevent 


prevent long-term illness, in a patient 


ilienating him from your hospital 


restrictive for 


n hospitals are too 


T ”) 


1 constructive plan of action 


ind reconcile themselves to a laissez 


M.D 


report is prepared for each department 
head. It will show the actual amount 
spent for each account, as well as the 
amount budgeted. In most cases these 
figures should be prepared for both 
the month and the year to date so that 
cumulative totals can be observed. 
Amount over or under the budget 
can be 


budget variance ) 


if desired, either 


(that 1s, 
shown, in absolute 
amounts or as percentages. This is not 
imperative although it makes the re- 
ports easier to use. Ease of use will 
have to be balanced against the cost 
of the added calculations in deciding 
whether or not to include variances in 
the report 

Each department head and his im 
receive a 


mediate should 


copy of the report dealing with his 


supervisor 


operations. The hospital administrator 
should get a copy of all reports, with 
appropriate summaries tor the entire 
operation 

The success of the whole budgetary 
system is to a large extent controlled 
by proper use of the budget reports 
Failure to use the reports nullifies most 
of the work and the cost of a budget 

The key to successful budget use is 
the critical review of these reports 
From such reviews, the administrator 
or department head can quickly deter- 
running in 
He can track 


actual ex 


mine how are 
comparison to the plan 
lown which 


perience differs from what was planned 


expenses 
situations in 


In some cases it may be necessary to 
reflect important 


adjust 


the budget to 
changes in operating conditions. A 
well administered budget is subject to 
change for good cause 

Frequently the accountant making 
up the budget reports or the budget 
director can materially assist in routine 
follow-up by noting major differences 
and explaining variances appearing on 
the report 

When the important variations have 
been isolated the management group's 
experience and ingenuity should be 
brought to bear on corrective action 

This is an extremely important 
point. A budget supplements the man- 
agement’s experience and skill—it is 
not a substitute for them. Ir permits 
the successful manager quickly and 
effectively to focus his efforts and tal 
ents On important matters 

A budgetary control program can be 
enormously helpful to a hospital ad- 
ministrator if he clearly understands 
what he wants it to do, sets it up as 
simply as possible, and uses it regu 


larly and carefully 
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THE ULTIMATE GOAL OF PSYCHIATRIC CARE 


is the disappearance of the ‘‘mental”’ hospital as such 


of endemic ills of 


LESSENING 
the nervous system in a predict 
able future seems unlikely, and in order 
to deal with the problems such ills en 
gender, hospitals have entered an era 
of critical analysis of plan, method and 


result wherein the matter-of-fact en 


vironment is ever augmentable and 


never becomes perfect. It is a challenge 
to planning science 

Individuals suffering from acute dis 
orders afflict the 
} 


have been observed sutficiently 


that nervous system 
so that 
we can analyze the reaction to various 
treatments and environ 


make workable 


ause and effect 


phenomena 
ments and graphs of 


In undertaking to plan hospitals for 
this type of patient the nucleus of 


problem is, what do we plan for? 

Often the problems may seem obscure 

but good solutions lie in a matter-« 
The 

} 


syphilis, the result of alcohol and arug 


fact approach spirocl 

iddiction, and many other nervous dis 
orders which afflict the nervous system 
are not affected by what we may think 
The 


influenced by what we di 


of them ultimate result is 


Or Say 


There seem to be two avenues of 


approach to problems of dealing with 
nervous disorders: Curative treatment 


While pre 


treatment continues to be ex 


ind pre ventive treatment 


Ventive 


pl red, the first 


line of Curative treat 
the modern 


is properly planned 


ment would stem from 
hospital, which and 


oriented to hospitalize and treat the 


patients, and the outpatient clinic 


For chronically ill patients, the in 


should be a_ self-contained 


stitution 
nit so far as is practicable, with suth 
cient variability in room arrangements 


} 


living quarters, and other facilities t 


make patient adjustment to the institu 


tion less difficult 
Chronic or invalided psychiatric pa 
tients tend to become sociological prob 


leveloped largely from 


notes and memoranda resulting from work 


This article was 


ind consultation with doctors hosp tal ad 
technicians, and 


mulated 


ministrators, and hospital 


own observations acc over a 


period of years. The forward-looking points 


of view and earnestness of leaders in these 
ld omn 


elds, in the inities, helpe 

tlord the inspiration and incentive to as 
from the memoranda the materia 
Appreciation is expressed to 
individuals for the counsel, criticism 
ind time they gave. Of this is 
written from the standpoint of a planner 


severa 


semble 
set forth here 
these 
necessity 
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and its replacement by the general hospital properly 


planned and oriented for the care of the mentally ill 


GEORGE BLUMENAUER 


Architect-Hospital Consultant 


and require specially designed 


care, comfort and re- 


lems 
institutions for 


habilitation. Included in this class are 


patients who do not respond to treat 


ment and those afflicted with chronic 
was not 


lisorders wherein treatment 
sought until malignant symptoms be 
came manifest or obvious deterioration 
had 1 


occurred. Belonging also to this 


class are the barbiturate addicts, chronic 


and 


Icoholics those who have been 
overindulgent in drugs; these, like the 
patients who are disturbing to others 
in the general hospital, should be iso 
lated 


Planners should undertake to carry 


the curative properties that exist in 
nature into the hospital, with abundant 
means for controlled daylight and quiet 
n patients’ rooms and areas 

Good 


equipment helps the patient to control 


taste in color, decoration and 


emotions which, under stress of nerv 


ous disorder, are too readily relaxed 


Planners should realize that to provide 

congruous environment, the hospital 
itself is integrated as part of the treat 
ment, for better or for worse. Environ 
ment, as an aid, may help to lessen the 
median hospitalization period for pa 
tients who can be cured or relieved of 
their illness and thus help to increase 
available beds 


A congruous environment, among 


other simulates as nearly as 


practicable Nature's healing moods. It 


virtues, 


consists in expedient arrangements of 
space, coloring and furnishings, a com 
out of doors indoors in 
effect, 


It well may be a mirror 


bination of 
harmonious suited to the pa 
tient’s needs 
of the mode of existence to which the 
patient is reasonably accustomed and 
which he understands. Iron barred 


jail-like 


offer no aids to the patients’ welfare 


windows and a atmosphere 


The Germans have a good descrip 


tive word, “nervenkranken” which, liter 


Little Rock, Ark 


ally, means "suffering with the nerves 
Increasingly we realize that the patient 
with a “sick nervous system” is a hu 
man being who is suffering a medical 
illness. Acutely ill patients, in need of 
hospitalization for purposes of treat 
ment, rest, hydrotherapy, proper diet, 
isolation from relatives and friends, 
and other technics, require a milieu that 
is in no way different from that needed 
by people suffering with disorders re- 
quiring general hospital care. Most of 
them can be dismissed after from two 
to six weeks of proper care and should 
be hospitalized in properly equipped 
general hospitals along with patients 
suffering with other acute disorders 
Acutely ill psychiatric patients whose 
behavior problems would be disturbing 
to other patients in the general hospital 
should be provided with an isolation 
department, or building, where they 
could remain under proper conditions 
until the behavior problems are alle 
viated, after which they can be trans 
ferred to a general nursing section 

Severely depressed or suicidal pa 
tients, if not agitated, should be in an 
area so planned in the general hospital 
is to render proper supervision a sim 
ple matter 

The hospital should be so oriented 
that the patient afflicted with an acute 
nervous disorder will not feel that he 
is set apart from other types of pa 
tients, any more than would the obstet- 
ric patient or one suffering from 
ulcers, poliomyelitis or diabetes 

The hospital for the patient afflicted 
with an acute nervous ailment should 
provide an environment that is prop 
erly planned and oriented for patient 
There will be no properly 
designed psychiatric hospitals, or im- 
proved hospital treatment for psychiat 


welfare 


ric patients in a general way, while 


such institutions are under the influ 


ence of administrators or planners who 
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The plans at the top of this and the Opposite page are enlargements of 
the sections to be allotted to care of Whe nervously ill as shown in the 
larger plans below and illustrate theauthor's contention that the 
general hospital must be planned to ender this type of service. 





indulge the phantasy of the dichotomy 
of mind and body. 

When planning the hospital, distinc 
tion should be made between the real 
psychiatric patient who should be hos 
pitalized and the psychoneurotic per 
sonality who should not be hospitalized 
because the hospital care afforded him 
would merely abet his symptoms. 

Aged persons in a normal state, with 
no one to care for them, should not be 
kept in public mental institutions to 
ise space and facilities needed for 
chronic patients. They may be kept 
more fittingly in homes or colonies 
planned and oriented for such care 

A phase to analyze regarding indi 
gent patients is the difference in over 
all cost to the public of hospitalizing 
individuals afflicted with acute nervous 
disorders in (1) the properly equipped 
and oriented general hospital, and (2 ) 
the public mental institution. The ques 
tion is, could better hospitalization and 
treatment be afforded at proportional 
cost in the private general hospital, 
where the local government paid the 
hospital for treating the acute indigent 
patient, thus leaving only chronic pa 
tients—the sociological personalities 


In state institutions 


fh 
<A, 
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The plan and routine of the hospital 
may provide not only care and treat 
ment but also an avenue leading to pre 
vention of illness. The hospital affords 
a vital instrument in the study of ways 
to lessen living habits which activate 


nervous system and 


imbalance in the 
to offer greater protection of individ 


uals and groups against malignant in 
fections, malnutrition and degenerative 
mass habits, and can thus effect a les 
sening of nervous disorders and lower 
the number of congenitally defective 
infants 
When a 


formulated there are the problems of 


building project is being 


the plan, specifications an 


A matter-of 


inalyzing 


operating requirements 
fact environment is desirable but t 


achieve it some details must be per 


such as (1 


fected effective plan ar 


rangements expedient lighting 


and color tones, furnishings and equip 


ment ») sunny pleasant patients 
] 


rooms and 1 (4) reasonable 


areas, ane 
cost within available means—or it m 


not materialize 


Thorough study given to select 


ng a site suited to type of patient is 
justifiable from the standpoint of costs 
nd convenience entailed in hospitaliz 
ing acute and convalescent patients, and 
ill patients. For acutely ill 


close in” site 


chronically 
1s justifiable 
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of convenience to doct 


offices and services and helps to sa 
time and funds 


For patients whose convalescenc 


may an extended period, thd 


site should be roomy, a normally quiet 


require 


location where trees and shrubbery will 


rive, and where patients may have 


relaxation and a feeling that someone 
is interested in them 
Occupational Therapy. 


tional therapy department may help to 


The occupa 


provide ways for patients to pass the 


time 
Various kinds of 
medical arts therapy 


work therapy” or 
are practicable 





Provision may be made for handwork 


and artwork within the of or 


skills A 


good light 


range 


dinary cheery environment 


with without glare, and 
with reasonable freedom from irritat 


ing noise is desirable 


Color. Color environment in hospi 
tals, for better or for worse, necessarily 
is a factor in the treatment of patients 
the colors of 


Generally, it comprises 


natural materials of which the project 
1s constructed as well as painting dec 
clothing, and t 
equipment and the quali 
Reactions of 
e sensory systems of organ 
cold, | 


phenomena 


orating, fabrics and 


some extent 
ties of artificial lighting 


th creatu 


res 
ike 


| 
measurable 
ib] 


ro heat unger, pain and 


are workably 


The effects of color are less pon lerable 
Human beings normally can differ 
isible spectrum colors and 

; 


The 


} 
COlOr Was 


white and their variants 
pment of sensitivity t 
in response to its essentialness in 


it of org Sensitivity 


developme 
of the 


sensory system fo i 


+ astiel ol 
not wholly a phenomenon re 
ne eye 
nerves muscles 


ot 


Vvironn 


ent 


NATURE PROVIDES BALANCE 
When 
t rroundings 
rmal exist 
re normally 


It m 


1 1 
iengeti 


b lance 


any 
} 


color 
k. When 
uildings, the prob 
ere 


1 COIOT 


n wor 


nb 


peopl 


environ 


inence the color 


persons tend to be more sensitive to 


environment than are the well 
Color is vital and subtle in its effects 
on behaviorism. It may help to influ 


ence mood and will. Color is not ex 


ted to effect cures but in interiors 

buildings and the exterior designs 
it may be studied and planned for a 
helpful this 
phase of the hospital may transcend 


the mere 


therapeutic effect and 


of walls or color of 


Color can be made warm 


and 


painting 
furnishings 
and friendly or irritating or cold 
A virtue of applied color is 
unsatisfactory color tones can be 
improved with subsequent color appli 

cations 
A good 


sons working in the hospital is to be 
}; 


mood in patients and per 
an aid in this 
hold good 


requl 


ind color is 
To 


olor-moods wi 


iohe 
soug 


rection 
res 
skill and use 


] 
iC 


resul 
Hospitals should be quiet.* 
Sound-absorbing and nonreflective sur 


faces should facilita 1 decay and 
lessen reverberation so that patient areas 
areas will be in the low 
Ni se, SO far as possible 
ld be confined to the area of origin 
Shock Treatment De The 


several types of convi lsive shock treat 


we rk 


lecibel range 


ind 


wt f 
pariment! 


to bring immediate effects 


ment tend 
shocking if viewed by 


o receive the 


1 
like 


ce nditic n 


vartment should be inte 


her sections so that the 


treatment Cannot 


itients. During the 


recovery period, patients may be kept 


n one or more small wards, near to 

but not visible from the treatment 

It should be possible to return the pa 
ece ived the treatment 

) a nursing section with the least pos 

with other 


from 


mount of contact 


its. This requires screening 


the tures 


1 
shock treatment fe: 


be disturbing to 


view 
other patients 
spec ial 
1 


In the interest of economy 


rearment facilities should be so grou pe 


] 


is to require minimum patient travel 


in the hospital and a minimum amount 
of labor to supervise the deparment 


Hydrotherapy, Bath and Other Ther 
Faciatue When the patients are 
ble to bathe normally, tub or shower 
itable. For p 


b ths are s tients who 


must be bathed, tubs accessible from 
three, preferably four, sides are needed 

Hydrotherapy, vapor baths, electro- 
therapy, physical therapy and the shock 
and 


treatment recovery departments 


should have interrelated access from a 


corridor, or corridors as the case may 


require, proportioned 


needs of 


to the estimated 

the hospital based on the 

inticipated number of patients 
Assembly R 


especially for chronic 


om. The large hospital, 
disease patients, 
ought to have an assembly room, with 
low ceiling, well daylighted and suth 
for a Pa 


tients should feel at home in it. It may 


lent group of average size 


be a room to serve many purposes and 
should be especially suitable for recrea- 
such as draw cur 


tion. Stage facilities 


ins and lighting equipment, should 
be simple enough for patients or others 
manually. Acoustical prop 
] 


good 
iking, 


motion pictures 


oO Operate 


erties should give results for 


simple dramatics, spe singing, in 
strumental music, and 


a fairly large order perhaps 


udience may not be over 


VARYING STAGES OF AFFLICTION 


There are many so-called mental hos 


which confine the newly com 


d patient afflicted with an acute 


nervous disorder, for extended periods 


in rooms with groups of thirty 
afflicted 


de 


of time 


individual usly 


or more 


ps commonly 


comprise epileptics, ma Sex 


erverts, catatonics 
Irie \ 


Icoholics, drug addi sypl ilitics in 


} 


hypochondriacs 


advance ration, crim 

nals and the like 
When officers of 

committed individual suffering with an 


cute nervous disorder 


stages of d 


the law deliver a 
often manacled 


or in other restraint) into such a “hos 


tal environment” as the foregoing in 


1 ncommonly ts 
fats 
and long-term ill effects on 
and health of the af 


not 


ec not 


proteins and fruits 


personality 


} 


ed patient should evoke sur 


] 


The ultimate goal should be that the 


itric hospital as special insti 
from society. If 
1 a workable 
This 


appear to consist in 


tion will disappear 
tnis goal is to be reache 
economical alternative must come 


ilternative would 


planning 


pit. , 
ment of individuals suffering with acute 
the 


and orienting the general hos- 
hospitalization and treat 
nervous disorders will be within 


normal purview 
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FEDERAL HOSPITALIZATION 


 d 


D' RING the past few months, the 
desirability of expanding med 
center of 
likel: 
hood that until an acceptable decision 


heated dis 


cal services has become the 


public debate There is every 


is reached there will be 


scope and 


The key 


stone of this debate is the appropriate 


cussion concerning = the 


method of the expansion 


role of the federal government in the 


expansion program an issue that will 


not be decided solely in terms of the 


specifics of medical care but which 


will be largely determined by refer 
ence to the fundamental principles of 
government, of centralism and decen 


tralization 


HOW TO ENHANCE EFFICIENCY 


Concurrent with this basic 


on the expansion of medical care, 
j 


second issue, also centered on the role 


of the federal government in prov 


ing medical service, will be 


arena of public discussion This in 


volves the question of how the federal 
government can enhance the efficiency 


with which it discharges its current 


for medical 


responsibilities care t 
various Classes of beneficiaries 


The pi 


ward considerable evidence 


brought 


: for 


to indicate 


st months have 


that this issue has already been pre 


cipitated Attention need only be 


work of the Committec 


called to the 
1 Medical Services of the 


n Federa 
Commission on the Organization of 


the Executive Branch of Government 


surveys of 


the medical departments of the armed 


Voorhees); the elaborate 


forces undertaken at the behest of the 
| 


Secretary of Defense by the Commit 


tee on the Medical and Hospital Serv 
(Hawley 


Armed Forces 


finally, the 


ices of the 
Board), and, 
out by 


challenge 


thrown President Truman in 


his budget message with reference to 
the future program of hospitalization 


of the Veterans Administration 


Those who have appraised the scope 


of federal medical services are im 


articles on fed 


This is the first of three 
I followed by 


eral hospitalization; it will be 
current and policy 


an analysis of trends 


alternatives 
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I—-THE SETTING 


ELI 


pressed with three major character 


istics: the tremendous scale of medi 


cal operations in which the federal 


government is now involved; the 


rapid rate of expansion which has 
taken place during the past decades, 
particularly since the end of World 
War Il, and the lack of any organiza 
tional changes concomitant with the 
vast expansion in this medical pro 
gram 

As to the 
federal budget for all medical services 
for 1948-49 
lollars and this figure may rise to just 
billion dollars for 1949-50 


In terms of hospital beds, the federal 


scale of operations the 


) 


amounts to 1.25 billion 


indet 


government excess of 


00,000 


operates in 
of a 
approximately 1,400,000, or about one 


national total of 


out 


bed out of every seven. Total na 


tional expenditures by individuals, 
organizations and all units of govern 
ment for health and hospital services 
are running at approximately 8 billion 
dollars per annum; next year, the fed 
eral government may account for al- 
most 2 


per cent of the national total. 


The meaning of these absolute fig 
ures can be better appreciated against 
the trends in expenditures for medical 
been estimated that in 


care It has 


1910 the total expenditures of the 


tederal medical and 
hospital care did not exceed 3.5 mil 


per 


government for 


lion dollars, or less than half of | 
cent of the total federal budget. By 
1940, on the eve of our mobilization 
for World War Il, 
medical services had 

million dollars, approximately 2.2 per 
cent of the The 1.25 
billion dollar medical expenditure for 


expenditures for 
increased to 200 


total budget 


1948-49 represents approximately 3.5 
per cent of the budget. In terms of 
the scale of federal operations 
10,000 
in 1910 to approximately 200,000 in 


1948-49 


beds, 
has increased from fewer than 


GiNZBERG 
Columbia 


University 


Throughout this period of tremen- 


dous expansion there has been only 


one important change in the struc- 
ture of the federal 
namely, the establishment, 
of World War I, of a separate organ 


ization to provide hospitalization for 


medical services, 


at the end 


This new veterans’ hospital 
early 


veterans 
system launched in the 
1920's and from that day to this there 


has been little change in the organ- 


Was 


izational structure through which the 
federal discharges its 


medical responsibilities 


government 


FOUR MAJOR SYSTEMS 


are four major hospital sys 
tems—the the Vet 
erans Administration, and the Public 
Health 
systems account for more than 90 per 
hospital 
the 


There 


army, the navy, 


Service. Together these four 


cent ot the total federal 


The 


government operates for Indians, fed 


capacity hospitals which 


prisoners, drug addicts, and cer 
the re 


eral 


tain other classes account for 


maining beds 


Although the federal government 


with research, public 


is concerned 
and training, and 
miscellaneous health 


justified in emphasizing the 


health, education 


many activities, 
one is 
because inpatient 


hospital program 


the con 


facilities 


care, Outpatient care, and 
hospital 
account for than 80 


of the total federal budget for medical 


struction of new 


more per cent 
Services 

The magnitude of the federal 
government's obligations to provide 
uncertainty 


very 


medical services and the 
as to its future commitments have led 
those who are currently assessing the 
problem to concentrate on finding the 


two questions: Is it pos 
1 


answers to 
sible to achieve greater efficiency and 
economy through a plan of reorgan- 
would the co 


ization which increase 


ordination and integration among the 


6! 





several federal agencies that currently 


provide medical services? Since there 


has been almost an uncontrolled ex 


pansion in the rights and privileges 


1 
of various classes of beneficiaries to 


receive hospital care free of charge 


or at very low cost from the federal 


government, would it be possible to 
lelimit the number of eligibles 

The reports of the 
j 


mittee and 


Voorhees Com 
Board 


ettorts to 


the Hawley which 
date to 


and 


represent the mayor 


review the current structure func 


tioning of the federal medical services 


contain a number of radical recom 
form the basis 


The Voor 


hees report recommends the abolition 


mendations which may 


of a reorganization plan 


of an independent hospital system for 


the care of veterans It proposes to 


strip the army and the navy of most 


ot their domestic seeks 


hospitals. It 
the itive and preven 


Health 


tO separate cur 


tive missions of the Public 


Service 


RECOMMENDS UNIFIED SYSTEM 


In place of an independent hospital 


system for the Veterans Administra 


tion, in place of an integrated and 
for both 


complete medical de xIrtment 
I 


the army and navy, in place of the 
hospitals currently 


Public Health 


Voorhees Committee 


operated 


Marine 


Dy the 


Service, the 


} 


recommends the 


rablis] t fed d t 
establishment of unified domestic 


hospital system to care for all bene 


ficiaries of the federal government. 


Compared with these radical recom- 
mendations, the findings of the Hawley 
Boar 


But when 


1 seem mild and inconsequential 
they are measured against 
mark of prior practices, and 

innate 


for the 
ition and 


armed 


when allowance is made 


1+ lecjrabl 
Wd perhaps Gesirabdle Ca con 


servatism of the forces, the 


recommendations of the Hawley 


} 1 
Board are likewise striking in their 


from established tradition 


significance which bot! 


Despit € 

irmy and the navy have in the 
ist ascribed to independence of op 
ration, and the almost complete lack 
them 


f cooperative action between 


even in times of war, the Hawley 


Be yard 


hospital facilities and 


recommends their joint use of 


joint stating of 


these facilities whenever greater 


efficiency or economy would result 


These reports are already on the 
It is inevitable that additional 


ll be forthcoming before 


ire introduced 


1 federal 


int 


govern 


have their eye 


The 


future 


ment reformers 


on the This is as it should be; 


they are interested in improving 


things. But it is axiomatic that policy 


makers must profit from the lessons 


of the past. Enthusiasm and reformist 


zeal are important and valuable at 


tributes but they are no substitute for 


knowledge and experience 
The 


hospitalization must be 


federal 


vrounded in 


successful retorm = of 
a critical appraisal of two periods 
the era between World War | and 
World War Il, and the recent experi 
ence since the defeat of Japan. Only 
if the problem of federal hospitaliza 
tion is set in the perspective of these 
earlier developments will it be possible 
to distinguish quicksand trom solid 


} 


ground. A review of the major de 


velopments between the two wars is 
therefore indicated 
Although 


only 


the federal government 


spent about 3.5 million dollars 


n 1910 for all medical services it is 
well to remember that its responsi 
bilities, at least to certain groups in 
the population, were of long standing 
There was an embryonic army medical 
service during the Revolutionary War 
the navy dates the beginnings of its 
medical department from 1775; hos 
pitalization of merchant seamen first 
came within the purview of Congress 
in 1798: medical care for Indians was 
responsibility of the War De 
for 


veterans 


long a 


partment. The first provision 


domiciliary only) for 
1811 when the United 
Home in Philadelphia 


In 1851 legislation pro 


care 
dates back to 
Naval 


was erected 


States 


for the establishment of 


Home in Washington, DC 


Despite this apparently wide scale 


\ ided 
Soldiers 


responsibility of the government for 


the provision of medical service to 


various categories of personnel, the 


fact that as late as 1910 total expendi 


tures did not exceed 3.5 million dol 


lars suggests, first, that the number 


of eligibles was relatively restricted 


and, second, that the federal govern 


ment did not provide more than 


limited amount of medical care for 


eligible 


The 


to the 


the group 


medical service made available 


Indian tribes was very 


pe yor 


veterans received only domiciliary 


care; the quality of medicine practiced 
in military, naval, and marine hos 
inter- 
esting to World 


War I about three-quarters of the total 


pitals was not superior. It is 


note that prior to 


budget was divided between Marine 


hospitals and expenditures for the 


army and navy; the remaining quar 


ter was devoted to the care of veter- 
ans, Indians and all other eligible 
beneficiaries 

The impact of World War I upon 
the size of the army (to a large ex- 
tent the analysis holds also with minor 
navy) was as 


As 


fewer 


modifications for the 


startling as it was short-lived 


late as there were 


SOO 


June 191 


members in the medical 


Regular Army; at 


than 


corps of the the 


peak ot 


duty 


number on 
of 30,000 


hostilities the 


ACTIVE Was im CxXCess 
The influx of this large number ot 
radical 


civilian doctors resulted in a 


transformation in the organization of 
and in 
field 


important 


the surgeon general's office 


the medical organization of the 
Probably 
change was the new role of the senior 


specialists in medicine, surgery and 


torces the most 


were given re 


formulating 


neuropsychiatry, who 
tor 


policies tor the care of patients, par 


sponsibility basic 


those requiring high levels 


skill. 


ticularly 
ot pr fessional 


CONTRACTION WAS RAPID 


As soon as the Armistice was signed 


the process of demobilization set in 
and the contraction turned out to be 
almost as rapid as was the prior ex- 
first 


Armistice 


pansion During _ the seven 


months following the the 
60 per cent of its 


June 1920 the 


medical COrps lost 
war-time strength. By 
doctors on active 
1700, ot 


members of 


total number of 


service amounted to only 


whom about 750 were 
the Regular Army 

because 
World 


time the decision 
total 


It is interesting to note, 


history repeated itself after 


War II, that by the 


had been reached to set the 


strength of the postwar army at a 


considerably above the prewar 


a decision which necessitated a 


hgure 
army 
corresponding increase in the size of 
likely 


the 


the medical department—most 


candid for commissions in 
medical Regular Army 
had life 


established themselves in private prac- 


ates 


corps ot the 


returned to civilian and re 


tice For the most part those who 


led active duty 


Yet when the med 


had remained on exten 
had less to ofter 


cal corps expanded, its ranks were 


necessarily swelled largely from this 


source 
The 


ful phrase to summarize the develop 


return to normalcy” is a use 


ments in the medical departments of 
1920's 


army 


the armed forces during the 


Alchough the strength of the 
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considerably above its 


sull did not 


was prew ar 


level, it exceed 150,000 
and it was dispersed among a large 
number of posts both in the conti 
nental United States and overseas. This 
pattern of troop deployment largely 
determined the structure of the medi- 
Was accepted 


cal service. Since it 


have at least one doctor 


large proportion of 


practice to 
on every 
the medical corps served at outlying 
stations. Seldom did 
trations reach a number sufficiently 


post, a 


troop concen- 
large to support a hospital in excess 
of 200 beds, a 
a high degree of specialization 


unit too small to sup 


port 


LACKED SUPERVISING PERSONNEL 


Recognizing that most doctors as- 
signed to outlying stations were gen 
gen 
to control the 


eral practitioners, the surgeon 


eral’s office sought 
insisting on the 


difficult 


quality of care by 
evacuation of the more ind 
perplexing cases to the general hos 
pitals to which its limited number ot 
specialists were assigned. Unfortunate 
ly, the army did not possess the super- 
visory personnel which alone could 
ensure that the less skilled doctor was 
not undertaking work beyond his 
Capacity 

Not only did 


shortage of competent specialists it 
was also handicapped by lack of funds 


the army suffer a 


Congress was so niggardly in its ap- 
propriations that most hospitals were 
unable to modernize their plants and 
Othicers 
ters were inadequate 
even available for essential operating 
For instance, changes in 


were 1 


equipment and nurses quar 


Funds were not 


functions 
staffing frequently determined 
more by transportation costs than by 
professional requirements. Limited ap 
propriations placed severe restrictions 
on postgraduate training and research 
investigations 

The 
devoted 
viding medical care for military per 


Without 


personnel, the 


itself, 


back on 


resources to 


army, thrown 


its limited pro 
sonnel and its dependents 


adequate funds and 
medical department, like the rest of 
the army, was forced to struggle along 
as best it could. Particularly serious 
was the fact that it could devote only 
limited resources to the essential work 
of planning for war, a shortcoming 
growing out of poverty, not 1gnor 
ance 

The 
the 1920's 


a hospital system for veterans 


outstanding development of 
the establishment of 


The 


initial action had been taken by Con- 


was 
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gress shortly after our entrance into 
World War I when it authorized the 
hospitalization of veterans of World 
War | with service-connected disabili 
ties. This the first time in the 
history of the United States that vet 


was 


erans were eligible for hospital care 
as distinct from domiciliary care. 

In 1922 the eligibility 
Congress authorized 


provisions 
were broadened 
hospitalization for veterans of the 
Spanish-American War, the Philippine 
Insurrection and the Boxer Rebellion, 
who were suffering from psychiatric 
disabilities or tuberculosis, irrespective 
of whether their condition was service 
But a still more 


was authorized 


connected or not 
ex pansion 


1924 


important 


by Congress in when veterans 


of World War | were granted hos 
pitalization for non-service connected 


psychiatric and tuberculous disabilities 


as well as for certain other disabili 


ties, such as amebic dysentery and 
blindness. But, most important of all, 
Congress authorized the hospitaliza 
tion of veterans of any war, military 


occupation, or military expedition 


since 1897 to the extent that facilities 


were available (subject to a test of 


financial need, which was not en 
forced ) 

The import of these several legis 
lative changes can be summarized by 
stating that after having failed to 
make any provision for the hospitali 
zation of veterans throughout our his 
tory, Congress acted within the few 
years following World War I to make 
1897 eligible for 
hospitalization irrespective of whether 


cond 


all veterans since 


their ition was service-connected 
or not, the only limitation being the 
availability of beds in veterans’ hos 
pitals 

Initially, responsibility for provid- 
ing hospital care for veterans was 


Public Health 


Later, supervisory but not operational 


given to the Service 
responsibility was transferred to the 
Bureau of War Risk 


in 1921 the newly created Veterans 


Insurance, and 


not 
until Bu- 
reau was merged with the Bureau of 
Pensions and the National Home for 
Disabled Volunteer Soldiers, that the 
estab 


assumed control It was 


1930. 


Bureau 


when the Veterans 


Veterans Administration was 
lished 

In discharging its responsibilities, 
the Public Health Service was forced 


to improvise. It contracted for beds 
in civilian hospitals, it took over sur 
plus facilities from the army and the 


navy, and it commenced to build new 


hospitals specifically for veterans. Al- 


though there was considerable dis- 
agreement among interested parties as 
to whether veterans’ hospitalization 
should be integrated with hospital fa- 
cilities which served the civilian popu- 
lation; whether responsibility for the 
care of veterans should remain with 
the armed forces; whether the surplus 
facilities of the armed 
become the backbone of the new vet 


although these 


forces should 


erans’ hospital system 


several issues were under discussion, 


the problem was substantially re 
solved by 1922 when construction of 
new hospitals was made the respon- 
sibility of the Veterans Bureau and 
all veterans’ hospitals then under the 
Public Health Service were transferred 
to the Veterans Bureau 

To assist in establishing an effec- 
officers of the 
Health Serv 


with 


service, 
Public 
ice were detailed to duty 
Bureau of War Risk Insurance, later 
Veterans Bureau. It is note 


tive medical 


army, navy and 


the 


with the 
worthy that many problems of current 
concern were under discussion at the 
end of World War I. To illustrate, 
the chief medical adviser of the Vet- 
erans Bureau emphasized that it would 
not be possible to procure good doc- 
unless a was established 
provided adequate rank, re- 
The prin- 
cipal adviser on hospitalization warned 


tors corps 
which 
muneration and _ prestige 
against the acquisition of hospitals in 
areas of sparse population. Both went 


unheeded 


THE COUNTRY WAS “ANTI-” 


The difficult 
years in which to establish a good 
The 


“return to 


early ‘twenties were 


medical service for veterans 


prevailing ethos was a 


normalcy.” The country was anti-plan- 
ning, anti-taxes; in short anti-govern- 
ment. The situation was further com- 
plicated by the anti-army bias of the 
reaction to war-time military 
One atti- 


was the 


times, a 


control expression of this 


tude pressure of veterans to 
be transferred out of army hospitals, 
in large measure to escape from mili- 
tary discipline 

To the lay greup in control of the 
Veterans Bureau, the obvious method 
of discharging the government's re- 
sponsibilities was the direct approach 
of procuring hospitals and full-time 
staffs so that veterans could be treated 
in government-operated institutions 
The obvious is not always the right 
answer. From the start certain experts 


doubted that properly qualified pro- 
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fessional personnel could be obtained 


to treat veterans, especially in outly 
Yet many large hospitals 


ing areas 


were acquired or built in inaccessible 
regions 


We 


during the war, and when peace came, 


had been forced to improvise 


we were forced to improvise a second 


time. Decisions were made that con 


twenty years of 


Of critical im 


ditioned the next 


veterans’ medical care 
portance was the policy to hospitalize 
veterans in government hospitals op 
erated exclusively for veterans. It was 


decided not to use community re- 


sources in providing medical care for 


veterans 


Also significant was the decision to 


rely on Civil Service registers in statt 
ing veterans’ hospitals not only for 
service personnel but for professional 
j 


staft underestimated 


the importance 


This approach 
of professional per 
sonnel in the efficient operation of a 
Most 
pitals represented in plant and equip- 
could buy 


medical service veterans hos 
ment the best that money 
In matters of statt, however, economy 
was the watchword 

After the scandal of the early ‘twen 
ties resulting from a misappropriation 
the senior administrator, 


Veter 


ot funds by 
the new administration of the 
concentrated on 


this ettort 1t 


ans Bureau protect 
ing the public purse. In 


elaborate structure of 


developed an 
administrative policies and procedures 
which strictly defined and interpreted 
the rights and privileges of veterans 
These legalisms were not without ef 
fect on the quality of medical service 

The had to op 


erate, of course, within the limits laid 


Veterans Bureau 
down by Congressional legislation, but 
the lay heads failed to appreciate the 
handicaps of cumbersome procedures 
on the operations of an efficient medi- 
Great emphasis was placed 
filling out the 


cal service 
on doctors properly 
multiple forms that were in use in 
The army, though 
to red 


veterans hospitals 
not conspicuous in its aversion 
tape, found unduly burdensome the 
paper work connected with caring for 
veterans in its hospitals 


Without 


ind with the 


the benefit of a medical 


corps burden of a tre 


mendous body of regulations, it was 
exceedingly difficult for veterans’ hos 
pitals to obtain adequate staffs. The 
problem was further complicated by 
the fact that the middle and _ late 
twenties were prosperous years, when 
professional men were able to earn 


high incomes, much higher than the 


64 


salaries provided under Civil Service. 

To add to the difficulties, medical 
ofhcers were superseded by lay admin 
istrators as the responsible heads of 
The 


business Management Was perhaps im 


veterans hospitals quality of 
proved, but the quality of professional 
work was probably retarded. Inevitable 
contlicts arose between the business 
manager and the professional group. 
Quality medical care cannot be pro 
vided by pinching pennies. The edu- 
cation of a good doctor is expensive; 
the best hospitals are those with the 
most elaborate equipment; good bed- 
side care is largely a function of ade- 
quate numbers of trained personnel 
that works under desirable conditions. 
The establishment of high standards of 
medical care and the raising of these 
standards involve constantly increas- 
ing expenditures per patient. Yet, the 
managers of veterans instituuions were 
judged more on their success in keep 
ing costs down than on the quality 
of medicine practiced in their hospi- 
tals , 
The best hospitals are almost with- 
out exception teaching institutions 
They alone can keep a proper bal- 
ance among therapy, research and in- 
struction. With advances in medicine 
proceeding apace, the integration of 
the didactic with the practical is dou- 
bly important. Despite the fact that 


a considerable number of veterans 
hospitals were well located, they failed 
to establish liaison with teaching in- 
stitutions. It should be emphasized 
that until the recent reorganization of 
the Veterans Administration, the med 


ical service was under a lay admin- 
istrator, a fact that probably explains 
many of its professional shortcomings 

Although there was considerable co 
ordination among the major agencies 
government immedi 


in the federal 


ately after the close of World War 1, 
ic was not long before this approach 
gave way to independent and isolated 
actions. After some initial uncertainty, 
the policy decision to establish a com 
pletcly independent system of veter 
ans hospitals gave the death blow to 
coordination and integration Contact 
among the army, navy, Public Health 
hospitals was 


and veterans 


restricted to providing a limited num 


Service, 


ber of beds in the hospitals of the 
army and navy for Veterans Adminis 
tration patients 

This lack of 


the several federal 


coordination among 


agencies—as_ well 
as the complete lack of coordination 
between the federal agencies and ci- 
vilian hospitals—was particularly un 
fortunate in a period which witnessed 
such a rapid expansion in federal hos- 
pitalization. From fewer than 10,000 
beds prior to World War I, the fed- 
tO approximately 
1940. In 
terms, the expansion was even greater: 


eral 
100.000 beds in 


system grew 


monetary 


total federal expenditures for hospital 
and all other health services increased 
from 3.5 million dollars to 200 mil- 
lion dollars annually 

The position of federal hospitals at 
the outbreak of World War II can be 
characterized in these terms: the army 
and the navy were able to provide a 
reasonable quality of medical care al 
though they were falling behind the 
more advanced sectors of civilian 
medicine; the Marine hospitals of the 
Public Health were in the 


same position, but the vast effort of 


Service 


the federal government to provide 
hospital care for veterans had to be 
adjudged a failure—the staff was poor, 
the quality of care was poor, in fact 
most of the veterans’ hospitals were 
homes for chronics rather than treat- 
ment centers for the sick and injured 





hospital really operates,” the 


exist.” 





hospital must have to carry on its work 
advertisement 


CUTAWAY DESCRIBES HOSPITAL FUNCTIONS 


HE cutaway view of a typical modern hospital shown on the oppo- 
site page has appeared in national magazines recently as one of a 
series on institutional operations. Text accompanying the drawing 
identifies the various departments and explains what facilities the 


If you want to see how a 


look behind the 


Says, 


quiet efficiency of the corridors and patients’ rooms. Visit places like 
the boiler room, pharmacy, blood bank and kitchen. There you will 


find the special services without which a modern hospital could not 


Printed copies of the cutaway diagram, enlarged and suitable for 
framing, may be obtained by writing to the Building Materials Divi- 
sion, Armstrong Cork Company, 4903 Marietta Ave., 


Lancaster, Pa. 





The MODERN HOSPITAL 











BEHIND THE SCENES IN A HOSPITAL | 


Prepared by the Armstrong Cork Company, makers of Industrial 
Insulations,in cooperation with the American Hospital Association 











IT PAYS TO ADVERTISE 
on NATIONAL HOSPITAL DAY 


N ATIONAL Hospital Day attords 
an opportunity for every admin 


istrator to advertise his hospital to the 


public. This is an excellent chance to 
build 


effort should be 


every 


this day 


good will each year and 


made to use 


to its greatest advantage by every in 


stitution in the land 
Too many hospitals treat this day 
In a great many instances 


too lig itly 
nothing is done except to post a few 
at building entrances inform 
ing the public that May 12 will be 


National Hospital Day and 


hospital will be open for inspection 


notices 


that the 
The result is that few persons become 
interested enough to visit the hospital, 
ind even if they did, they would prob 
find that 


ably everyone was too busy 


to show them through 

condition 
Mc 
Keesport, Pa. Until a tew years ago, no 


Was made to 


For many this 


existed at McKeesport Hospital 


years 


ettort encourage visitors 
and none came 
However, since many gifts of furni 
ture and equipment had been made to 
the hospital and the buildings had been 


inside 


newly painted and out it was 
an Opportune time to take full 
of National Hospital Day 
community 

ind improve 


ments 


URGED PUBLIC TO ATTEND 

an extensive advertising 

initiated. For several 

ind pictures of interest 

the hospital appeared in 
newspaper C illing 

in interesting program 


1on Nat Hos 


pital Day and that the bli as 


presente 


invited Talking 


] 


movie ints were use 


in the Ot announcements 
made yt radio stations Local 


Mc 


Were 
merchant a 1 line Visit 
Keesport 
newspaper 
Vol 1949 


72, No. 4, Apri 


were carried by all buses extending an 
invitation to visit the hospital. 
Letters were mailed to all ministers 
requesting that an announcement be 
made either from the pulpit or in the 
church bulletin. Invitations were 
mailed to all civic groups, clubs and 
high schools, and to all patients in the 
hospital requesting them to invite their 
relatives and friends to our program 
Hospital Day pamphlets were ob 
tained gratis from a well known drug 
manufacturer, and these were enclosed 
in each piece of mail leaving the hos 
They were also placed in “Take 
On May 


issued a 


pital 
One 
ll, the 


boxes in the corridors 


mayor of the city 


the newspaper des 


as Hosp tal Day and 


proclamation in 
ignating May | 
urging the public to visit the hospital 
The first baby born on Hospital Day 
and his mother were offered free hos 
pitalization 
The 


junior hospital committee had agreed 


} 


women's auxiliary and the 


to assist in the program. Several meet- 


ings had been held during the week 


preceding May 12. The senior group 
agreed to register all visitors upon en 


trance to the buildings and also to 


serve a light luncheon to visitors at 


the nurses home during the afternoon 


Members of the junior group agreed 


» act as guides and wore ribbons on 


their arms with the word “Guide” in 
A high school or 


chestra also volunteered 


was stationed 
At 8 


raising ceremony was held at 


scribed on them 


its services and 


at the nurses home 


> 


a.m. on May 12, a brief flag 


the hos- 
Arrangements had been made 


pital 


with a florist to decorate the entire 


hospital with plants and flowers at no 
cost 
Visitors 


and each one 


began arriving at 1 p.m 


was given a card upon 


which to write his name and address 


These cards were placed in a large box 
a drawing was held at the end of 


ay $20 in cash was 


given as 


prizes. Each visitor was given a direc 


W. A. HACKER 


Superintendent 
McKeesport Hospital 
McKeesport, Pa. 


tion sheet, which listed the names and 
locations of each department and ex- 


hibit to be visited, and also informa 


tion as to the number of patients ad- 


mitted during the year, the number 


of operations, births, emergency cases, 
x-ray pictures taken, and so forth. A 


system of arrows was used to direct 


visitors, and each exhibit and depart- 


ment was numbered. Members of the 


junior hospital committee and hospital 
nurses and employes were stationed 
throughout all buildings for the pur 


pose of directing visitors 


OPEN FOR INSPECTION 


Every department of the hospital 


was thrown open tor inspection, 1n- 


cluding the wards, operating rooms, 


x-ray department, laboratory, delivery 


rooms, outpatient department, kitch- 


ens, dining rooms, laundry and linen 


rooms. Staff physicians and residents 


were quite cooperative and arranged 


exhibits in the corridors 


Most of them spent 


interesting 
and sunparlors 
the greater part of the day demonstrat- 
ing and explaining the exhibits in 
which they were interested 
The roentgenologist showed and ex- 
interesting and unusual x-ray 
An exhibited 
photography, x-ray pictures, and dental 
An exhibited 


and explained all types of 


plained 


pictures oral surgeon 


equipment anesthetist 


anesthesia 


apparatus. The orthopedist exhibited 


photographs, x-ray pictures, and frac 
The laboratory  staft 


and 


ture equipment 


lectured on 


pneumonia cancer; 
life-sized moulages of face and hand 
cancer were displayed. The physical 
therapist demonstrated diathermy, gal- 
vanic and ultra-violet units 
The exhibited 


bodies removed from the bladder. One 


urologist foreign 


of the medical staff members and the 


dietitian worked out an interesting ex- 


hibit on diabetic and other types of 


diets, displaying actual trays served to 


nd also using large charts 


patients 


literature and lectures. The cardiologis 








electrocardiograph. 
nursing exhibited 
and class work by the stu- 


demonstrated the 
The 
j 


Irawings 


school of 


lents. Literature concerning the school 
of nursing was also distributed here 
An exhibit showing the amount and 
cost of most used supplies during the 
year was set up by the supply depart- 
in the linen room 


ment. Linens made 


were displayed. Oxygen tents were 
demonstrated. A young man was placed 
inside an iron lung for demonstration; 
this proved to be one of the most in- 
teresting exhibits. 

Exhibits were also arranged by two 
samples. A 


dairy set up a milk exhibit, and 


grocers, who dispensed 
a girl 
dressed in white dispensed chocolate 
milk to visitors. A representative from 
the Hospital Service Association was 
on hand, and he had quite a busy day 
and 


hospitalization 


answering questions displaying 


literature concerning 
insurance 

Moving pictures of operations were 
shown in the gymnasium of the nurses 
home by a resident physician. In the 


evening, student nurses presented a 
I 


play at the nurses’ home 
mentioned, 


few gifts had been made to the hos- 


As previously quite a 
pital previous to Hospital Day, among 
them an iron lung, a fluoroscope, an 
electrocardiograph, furnishings of ap 
proximately twenty private rooms and 
i ward, and paint for the entire hos- 


Large cards were printed and 


pital 
attached to these gifts, listing the 
names of the donors 

The program ended at 8 p.m., and 
after counting the registration cards it 
was found that more than 2000 per 
sons had visited the hospital during the 
day. Incidentally, these cards serve as 
in up-to-date and valuable mailing list 


for future purposes 
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Left: A nurse demonstrates the 
operation of an infant incuba- 
tor. Right: The man in the iron 
lung was a center of interest. 


The reaction of the visitors was ex- 
tremely favorable. Persons were heard 


to remark that they did nor realize the 


hospital was so well equipped, had 


such beautiful private rooms, and had 
The 
women's auxiliary added thirteen new 


members during the day. One person, 


so many different departments 


after endowed room, ex 


pressed a desire to furnish such a room 
in memory of a deceased relative, and 


another became interested in furnish- 


seeing an 


ing a much needed piece of equipment 
Both of these gifts were later realized 
The expense of carrying out such a 
program is not great. It has been 
found that individuals and civic groups 
are quite willing to assume part of the 
expense. The women’s auxiliary pro 
vided the luncheon and prize money 
and one of the board members paid the 
hospital bill of the first baby and its 
mother. A local printer provided bus 
signs and most of the gift signs gratis, 
and, as previously mentioned, no 
charge was made by the florist 
Practically the same program has 
been carried out for several years. It 
has been much easier to prepare pro 
grams since the first year because hos- 
pital personnel and members of the 
women’s clubs are now familiar with 
arrangements and plans, and also be- 
cause many of the ideas and signs can 
be used again. It has been unnecessary 
to advertise so extensively. The lunch 
eon has been eliminated also. In spite 
of this, the number of visitors has in 


creased about 500 each year 


There has been a tremendous in- 
crease in favorable public opinion to- 
ward the hospital during the past few 


years. It must be remembered, how 


ever, that much unfavorable criticism 
was due to the former rundown phys- 
ical condition of the hospital. Improve- 
ment of this condition had just begun 
prior to our first observance of Hos- 
pital Day, and thereafter the public 
suddenly became hospital-conscious 

A great many persons and organiza- 
tions became interested in doing some- 
thing for the good of the hospital; in- 
cluded among these were Civic, social 
and patriotic clubs, churches, colored 
groups, and even the student and grad- 
uate nurses and interns. In most Cases, 
benefit dances, shows and card parties 
were held by these groups to raise 
money. The medical staff also held a 
minstrel show one year and arranged 
for the Pittsburgh Pirates to play a 
benefit baseball game in our town the 
next year 

During this period, approximately 
fifty rooms have been furnished and 
more than 100 beds and bedside tables 
have been provided for the wards 
Scientific, laundry and kitchen equip- 
ment, curtain linoleum, 
nurses’ home furniture, and paint valued 
at approximately $100,000 have been 


cubicles, 


provided 

It cannot be claimed that all this 
improvement is entirely due to the 
Ibservance of Hospital Day. There are 
other circumstances involved, of course 
However, it is certain that the Hos- 
pital Day program did play an im- 
portant part in bringing about a de- 
cidedly improved attitude on the part 
of the public toward the hospital, and 
continued efforts will be made to en 
courage it to visit us on National Hos 


pital Day 











Maternity and Nursery Unit 


Decentralized for Safety 


INCI 


Pasteur, hospitals have made great 


the day of Semmelweis and 


strides in the care of women in child 
birth to protect them against child-bed 
The asepsis practiced in the 

j 


present day hospitals by doctors and 


fever 


nurses in the delivery rooms and in 


the wards has practically eliminated 
the dreaded child-bed fever, and women 


who go 


generally come out happy, with the 


into the hospitals hopeful 


source of their happiness bundied in 


their arms 


Ir has been found, however, that not 


only the mothers in the maternity serv 


ices have to be protected against 


microbes and germs but, and to an 


even greater degree, the newborn in 


fants require the utmost protection 


the same killers. Achievement 


ALAINSE 
of this goal has become the task not 
trained 


skilled doctors and 


but 


only otf 


nursing personnel also of archi 


tects and engineers 


Close cooperation among obstetri 


clans pediatricians, architects and en 
gineers in the planning of maternity 


and nursery divisions in general hos 


pitals, and in hospitals specially de 


signed for maternity, has brought 


ibout 


on of 


vratifying re sults in the preven 


cross-infection of the mothers 


A—Anteroom and nurses station 

B —Examining and treatment room 

C—Workroom (utility) 

D—Nursery (5 infants) 

E—Ward (5 mothers) 

1—Lavatory 

2—Refrigerator (formula storage) 

3—Work (cabinets under) 

4—Hanging cabinet 

5—Cabinet for gowns 

6—Nurses’ desk with chart rack 

7—Chair 

8—Cabinet 

9 —Examining table 

10—Sink 

1 1—Sterilizer 

12—Waste basket 

13—Hamper 

14—Table for infant scale (movable) 

15—Germicidal lamp 

16—Dutch door (with shelf) 

17—Bottle warmer (electric) 

18—Door below counter for removing 
inen 

19—Door above counter for supplies 


counter 


soiled 
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and in the lowering of the mortality 


of newborn infants 


presented is 


The plan here 


the result of such « 


operation. It might be called the de 


centralization plan 
Instead of grouping the mothers to 


vether on one end of the floor and 


the nursery on the other end, which 


necessitates transporting the infants 


through public corridors at each feed 
ing time, this plan is divided into small 


wards of only five beds each for 


mothers, with a nursery between each 


pair of wards. The nursery is divided 
into two smaller units with five cubicles 
in each, with space for the combination 


bassinet, dressing table, and clothes 


storage cabinet for each infant in its 


own cubicle 
Each nursery has its own work space 
its own for the and 


space storing 


warming of formula bortles, its own 
nurses’ station, and its own examining 
room. All these are separated from the 
nursery proper by a glazed partition, 
and no one except the nurses taking 
care of the infants is admitted to the 
nursery. Even the doctor who comes 
babies does not come 


The 


to examine the 


into the nursery infants 


pr ype r 


are handed into the examining room 


through a sliding sash 


Dutch door in the partition which sep 


opening or 


arates this room trom the nursery 
Doors between the nursery and the 
tive-bed wards serve a double purpose 
(1) to enable the nurses to bring the 
babies directly to their mothers at each 
feeding time without exposing them 
to any air-borne bacteria in public cor- 
ridors or other spaces, and (2) to en- 


able the fathers to view the babies at 
visiting time through the glass vision 
panels in these doors 

For further protection of the health 
life of the 


are equipped with germicidal lamps 


and infants, the nurseries 


maintain 
humidity 


and are air conditioned to 


constant temperature and 
Air conditioning is also provided for 
the wards 


Either mothers or babies who are 
suspected of having infection are re 
moved immediately, the mothers to 
isolation rooms and the babies to the 
suspect nursery. If the SUSPICIONS prove 
to be of a positive nature, the mothers 
are transferred to the septic-maternity 
unit where each room is an isolation 
room, and the infants are removed to 
the isolation unit on the pediatric 


service 


CORRIDOR 
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The MODERN HOSPITAL 





NE of the major problems facing 
the admitting department of any 
good sized hospital is that of knowing 
what beds are empty, what discharges 
will occur in the near future, and what 
reservations for future occupancy have 
been made. It is a common practice in 
many hospitals to have the admitting 
department call the individual stations 
of the hospital and ask the head nurse 
tor information concerning the current 
availability of beds on her section. This 
is a time consuming method, as it dis 
tracts the nurses from their regular 
duties, wastes the ume of the admit 
ting officer, and holds up the attending 
physician who must wait in the admit 
ting office or on the telephone until the 
information ts obtained 
In an attempt to solve this problem 
Hurley Hospital Flint, Mich lc 
veloped a master control board which 
officer at 
all the 


has « 


indicates to the admitting 
glance the exact availability of 
beds in the hospital 

The control board consists of a series 
of pockets—a pocket representing each 


bed in the hospital. Into each of these 


pockets is inserted a 1!> by 154 inch 


card on which are shown the patient's 
name, the name of the attending phy 


Pink 


cards are used for female patients blue 


sician, and the room assignment 


cards, for male patients 

If a pocket is empty, it shows the 
there is an 
empty bed in that location. If a pink 


card is in the pocket, it indicates to the 


admitting department that 


admitting department that a female 
bed. If the 


card is tipped on one corner to the left 


patient is occupying the 
it indicates that the discharge order for 
the patient has been written but that 
the patient has not yet left the hospital, 
and the bed, therefore, is still occupied 


If the card is tipped on one corner to 
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How Many Beds Are Available? 


admissions control board 
gives the answer at a glance 


the right, it indicates that a reservation 
has been made for a patient. Thus, it is 
possible for the admitting officer to tell 
at a glance what beds are immediately 
ivailable, what beds will be available 
when the patients leave, and what beds 
who 


later hour 


have been promised to patients 


are to be admitted at some 
This saves a great deal of time 

the admitting department is able 

to whether al 


a surgical floor, ward 


answer immediately as 
room on 


accomm dations on a medica 


private 
l floor, or 
porch accommodations on the pediatric 
floor are available at the moment ot 
will be available later in the day 
Obtaining the information necessary 
for the operation of the control board 


When a 


tion is made, a small card of the proper 


is relatively simple reser 
color, with the patient's name and the 
attending physician's name, is placed 
in the appropriate pocket angled to the 
When the 


dmission, the card is put in a square 


patient reports for 


right 
up-and-down position, indicating the 
béd 1s occupied 

When the doctor writes a discharge 
notice on the patient's chart, a slip is 
sent by messenger to the admitting 
office indicating that a discharge order 
has been written, and giving the ap 
the patient plans to 


proximate time 


WILLIAM K. KLEIN 


Superintendent 
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leave the hospital. On the basis of this 
information, the admitting officer tips 
the patient's card on the corner angled 

left. When the 


the hospital, he passes through the ad 


patient leaves 
mitting department to make the final 
arrangements for payment of the bill, 
and at this time the card is removed 
from the control board and destroyed 
Thus, with a minimum of extra book 
work, a complete and accurate record 
of the availability of all hospital accom 
modations is maintained 

The 


product a considerable psychological 


contro] board has as a by 
value in explaining to both the attend 
ing physicians and patients why certain 
accommodations desired by them are 
not immediately available. The patient 
who does not understand why he can 
not have the private room he wants can 
see at a glance that all the private 
rooms in the hospital are occupied and 
that the only accommodations available 
ire semiprivate rooms or wards. This 
is difficult to explain verbally to the 
patient, who cannot Vv isualize the entire 
hospital as does the admitting officer 


By graphic representation, it is easy to 


Left: The control board with cards in position to 
show which beds are occupied. Below: Gold-leaf 
numerals designate the numbers of the rooms. 


oe 





show the individual unfamiliar with 
hospital practices that all of the rooms 
of the type he desires are occupied 

The same principle applies in deal 
ing with the attending staff members 
who wish to arrange tor certain types 
of accommodations for their patients 


It also encourages the physicians t 


lischarge their patients as early in the 
lay as possible to make beds available 
tor theu This en 


ibles the hospital to 


incoming patients 
increase its rate 


t curnover and, therefore, its service 


ro the Community 
The board was designed by Harold 


Kiet 


structed 


the hospital engineer. It is con 


from plywood, plastic strips, 


gold leaf numerals, and escutcheon 


The control board is a « r § 


piece 


pins 
foot of finished plywood on 
which are mounted long strips of clear 
plastic 34 inch in width, representing 
the various floors of the hospital. Each 
strip of plastic is raised from the back 
ing plyboard by short strips of black 
plastic located in such a way as to 
separate the rooms. In rooms contain 


ing more than one bed, the beds are 
separated by clear plastic strips mounted 
is are the room separations 

The escutcheon pins fasten the long 
plastic strips to the plyboard. The nar 
row plastic strips fastened in a vertical 
position serve to form pockets 178 
inches in width for the pink and blue 


cards. In addition to the pockets repre- 


senting the regular hospital beds, four 
pockets have been added to each floor 
to account for hall and porch beds 
which are used when overflow patients 
must be admitted. The room number 
is shown on the plastic strip by means 
of gold leaf cut-out numerals 

There are probably many ways of 
solving the admitting problem, but the 
method described seems to have the 
advantages of being simple to operate, 
inexpensive tO CONSCFUCcT, and graphic 
in presentation so that it is useful from 
the standpoints of both giving infor 
mation quickly to the admitting depar 
ment and explaining the hospital's 
situation to patients and doctors in a 


way they can easily understand 





Physical Therapy Unit That Ingenuity Built 


IKE other hospitals throughout the 

nation today, Easton Hospital, Eas 
ton, Pa., has expanded its bed capacity 
and adjunct facilities without benefit 
of new or additional buildings, with 
the result that “cramped” is a gross 
under statement of the conditions that 


We, too, have 


elaborate plans for expansion but can 


obtain in our hospital 


not proceed at today’s prohibitive 


costs; however, it seems that if we 


are pressed hard enough there is al- 
ways room for just one more change. 


A typical example is our depart 
I I f 


ment of physical medicine. This unit 


} 


was housed in a small space located in 


the subground floor. Although the 


steadily 


accommodate its 


lemands for its services were 
increasing, space to 
equipment was severely limited. Ou 
staff was greatly increasing the patient 
load, and the local chapter of the Na 
tional Foundation for Infantile Paraly 
sis was more than willing to purchase 
{ Still, the 


new and modern equipment 


h 
problem of space seemed impossible 


occurred to 


Our 
} 


Then a solution me. 


isolation unit, located on the grounc 


Hoor, is not structurally separate from 


the hospital proper but can be entered 


from an entrance on the north 


only 


wing. This entrance is protected by a 
root 


Hoor 


supporting a sun porch on td 


ibove and opens ont 
porch measuring 33! 


Here 


Was the mucti 


68 


. H. BRITTINGHAM 
Executive Director 


Easton Hospital 
Easton, Pa 


An old iron railing surrounding the 
porch was removed by our own main 
tenance men and a brick wall inter 
lined with fabric glass was constructed 


feet on the nerth, 


The 


then completed with glass bricks with 


co a height ot 4 


east and west sides walls were 


window inserts in the three sections 
Asphalt tile was used on the floor, and 


our Carpenters and painters completed 
the project. It was not difficult to 


break 


isolation 


entrance to 
of the 


new 
Total cost 
project was $3000, excluding the sal 


through’ a 
our unit 
aries of our own employes 

We are proud to have one of the 
best equipped physical medicine de- 
partments in this section. Our depart 
ment differs from the others in that 
the work is not emergency, with the 

treatment of 
Both 


the hospital and outpatients come to 


exception of the new 


cases of polio patients from 
the department for treatments by ap 
pointment most treatments averaging 


three-quarters of an hour. Treatments 


ire given with infra-red lamps and 
bakers when the requirements are for 
a superficial heat. These are used in 
as fractured limbs, bursitis, 


When 


the pain ts deep within the tissues, 


such Cases 


neuritis, sprains and § rains 


short-wave diathermy is used to pene 
trate the area affected 

The galvanic-faradic machine is used 
in treating paralysis of many kinds 
Chis employs electric Current in vary- 
ing intensities to stimulate the nerves 
so they in turn will move the muscles. 
In this manner it can be determined 
how badly a muscle is paralyzed and 
has ot 
Upon contact with 


what chance it returning to 


normal function 


the nerve the current will cause the 
muscle to jerk and pull in its normal 
way. The strength of the jerk will tell 
the therapist the amount of paralysis 
or power the individual muscle has 
and its chances of returning to normal. 
By constant stimulation, the power of 
that muscle is gradually increased until 
the patient is able to move it himself. 

Our prize exhibit, a Hubbard tank, 
is brand new. It was purchased for the 
hospital by the National Foundation 
for Infantile Paralysis at a cost of 
$5000 and is the only such piece of 
equipment in the hospitals of the state 
outside of Philadelphia. Although the 
tank was purchased by the Infantile 
Paralysis Foundation, its use is not 
limited to the treatment of polio- 
myelitis. Both the Hubbard tank and 
the whirlpool tank are used for other 
types of paralysis and for fractures, 
arthritis, burns and amputations 

The whirlpool is an oval tank, 3 by 


i feet, in which either limb can be 
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Two views of the physical medi- 
by cine department showing (left even years. If swelling, pain and lack 
the Hubbard tank, and (right of motion occur following removal of 
pr Pe oe _ ae casts, a series of physical medicine 
of the physical therapy ion. 


treated. The Hubbard tank is 
9 feet and is shaped like a four-leaf 


clover. The patient is lowered into 
treatments is ordered. These treat- 


the tank on a canvas hammock at an 
ments consist of heat foliowed by mas 


angle which submerges the whole body 
to the neck. The water is kept at a These treatments are all prescribed sage and manipulation. 

temperature of from 100°F. to 106°F. by the doctor and may extend over The value of therapy is well illus 

thirty minutes. a period of days, weeks, months or trated by the procedure followed in 

the case of a patient admitted to the 

Srna SUCTION-PRESSURE BOOT hospital with a paralysis of the right 

- : = | side, for example. The doctor will 

| ULTRA | order a muscle test with the galvanic 

: or machine. After the report is given, 

he will order further physical medicine 

treatments in the form of heat and 

massage along with the electrical stim- 

ulation at the bedside. Then, if the 

patient can move neither limb, the 

een : f sniniimaiiie physical therapist will move both in 

' all their normal movements. As the 

eRe weeks go by and the patient is gradu- 

ally able to control those muscles in a 

limited way, he is then put in a 

walker and taught to walk. Even after 


for a period of about 


INFRA-RED LAMP? 
JWASH BOWL i ) (LARGE 
KSTERILIZER ‘ 
SHORT-WAVE ? 
DIATHERMY TREATMENT the patient is discharged from the hos- 


OFFICE TABLE pital the treatments may continue until 
* he is able to walk and use his arm 
INFRA-RED LAMP (7 Without aid. 

ere? Children with flat feet, curvatures 
siinsiiaaiail ROR }| of the spine, or any other postural de- 
FARADIC ; fects are taught corrective exercises to 
“LJ TABLE be done daily at home. The patients 
{ then come in at intervals to have the 
therapist and doctor check their prog- 

ress. 
: y With infantile paralysis the treat- 
sstiaentnees ments sometimes continue for years. 
LINEN CABINETS When a case is diagnosed the therapist 
INFRA-RED LAMP 3(); Cuts and applies the hor packs to the 
(SMALL) | areas ordered by the doctor. Along 
“| with hot packing, the therapist exer- 


f } 


KUTILITY CABINET [ 


) . 

<HOT PACK SPINNERS pumas | TREATMENT cises the parts affected and gives the 

© | atients muscle reeducation. When the 
. | TABLE patients muscle reeducatio 

ie ey, ’ hot packs stop, underwater therapy 

ENTRANCE begins 
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The Better the Training 


the Better the Aide 


ROY R. PRANGLEY A. FAITH ANKENY 


Respectively, Superintendent and Director of Nursing Service and Education 
St. Luke's Hospital, Denver 


HELEN HOWELL MELBA ROBERTS 
Teaching Faculty of Nurse's Aide Program, St Luke's Hospital Denver 


he United yrovided for the nurse's aides other 


ANY 


States are now developing nurses that ised for the 


hospitals in 
school of 


ude programs These hospitals might 


benefit trom the experience of an of Suthicient aching equipment 


ganization ich hi ad a similar supplies must be allotted to the 


program | erator or mot! na nu aid aculty 


two years should be integrated 


We call our 
Hospital in Denver the 


course 
y Luke's 
is i 
Hospital Aide nursing procedures taught 
However we ; wugh rh but 


program at ot 


having 


nursing service by 


o ) yorar 
[raining Program 1€ nurses 


feel the title is not too important. The t many. It is understood that 


} 
eae to b 
common usage seems “an requiring more 


ing procedures ] 


skill are 


ta 1 + ; t ie 
ides, and that ts actually iVErageE not taught the 


ot these people 
selection of 


uld be made 


reasons such a program Careful the appli 
the hospit ils ot today nts she before admitting 
grad them into the course 


not enough 
if there were enough ’. If possible 
trom the 


housing quarters 


al parate nurses home should 


have them doing xe provided for nurse's aides 


nett of One of the basic reasons a hospital 


yerformed ) 

performe by needs training program for nurse's 
lo t trained : ‘ 
lone by well saarscnd is that it 1s possible with such 


1 ft women . 
+) many < Som i program to ¢ o the nursing 


id uilabl to hospit rv 
ide available t Gi, ul os ervice of a hospital a fairly large 
rhe 1 Or 1 nor t 

erwise would n ” number of mature, intelligent women 


iny community of 


would 


lly found in 


whose services otherwise 


TO KEEP IN MIND 


basically be entirely unavailable as far as the 


| is concerned 


you follow the description of 


gram and note the expense 
1 thought will occur to 
ist is involved 

| 


Alda 


le c 
nurses 


experience has proved this to be 


Furthermore seems probable 


the cost of getting work done by 


urse s ides tra 


t hospital, will be as 


the same work were done 


fessional nurses, inasmuch as 


even well prepared nurse $ aide iS 


never able to accomplish as much in 
a given time as is a graduate nurse. 


These observations should not sur- 


prise nor should they dis 


courage any hospital trom setting up 


anyone, 


and maintaining a sound program for 
The 
acceptability 


aides differences in efficiency, 


and morale between a 


group of well prepared aides and a 
group that is not well prepared are 


extreme Since we must have more 


people in the nursing service in hos- 
pitals it seems sound to plan to attract 
as many from our own locality as we 


can use and prepare them for the 


work we expect them to do, in order 


that they may have a sense of com- 


petency and find satisfaction in their 


work 

Even if there might at some future 
time be a sufficient number of pro 
fessional nurses to give all of the care 
and perform all of the functions the 


nursing does 


doubtful if 
Long before the hospital situation be 


SETVICE perform, it 1s 


such a regime its sound 


came so pressing, it was evident that 
the versatility for which professional 
nurses were noted had been carried to 


} 


extreme limits, and new divisions of 


labor would have to be made 


PATTERNED AFTER RED CROSS PLAN 
The Luke's Hospital 
started May 1, 1946, as a 


training 


course at St 
two-month 
course, patterned after the 
American Red Cross program, except 

is an on-the-job teaching 
program. The Red Cross nurse's aide 
had complete classroom instruction for 
the first month and the hospital prac 
Our 


program was described in the Decem 


tice work the second month 
ber 1946 issue of Hospitals. Since 
1948, we 


two 


that time, beginning Jan. 1, 


have extended the course from 


to three months 
Our 


in the 


nurse's aide has three hours 


and five hours on 


an hour for lunch 


classroom 

the floor, with half 
She works six days a week, eight hours 
a day—8 a.m. to 4 p.m. She has classes 
Monday 


Saturday she is on the 


j 


five days a week through 


Friday hos 
pital floors from 8 a.m. to 4 p.m The 
heaviest practice work is in the morn- 
Ac this 
livided into sections, with part work 


ing time the class may be 


g on Sunday and part on Saturday 


The hours are divided as necessary to 


reach evening and night care, as well 


is early morning Care 


Ar the completion of two months 


lassroom and ward experience the 


student aide has an oral review and a 
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written examination. Efficiency re 
ports are made by the nurse's aide 
clinical supervisor, with the coopera- 
tion of the head nurses. A _ fifteen- 
minute individual conference is had 
with the classroom instructor. At this 
time the aide is told about her grades 
and her work. She that 
she could do better in some other field, 
or is asked to stay on as a regular aide 


she re- 


is advised 


in the hospital. Of course, 


ceives counsel all through her three 
months’ training course 


At the end of three months she 
receives a cap and is considered a part 
of the regular nursing service staft 
She has her own separate, distinctive 
uniform, which at St. Luke's Hospital 
vari-col- 


trimmed with a 


a yellow cap. Our 


is yellow 
ored border and 
nurse's aides are paid $70 per month 
for three months, with one meal and 
laundry of uniforms, which we would 
consider in total as $87 per month, as 
we allot $12 for the noon meal and 
$5 for laundry of uniforms per month 
At the end of three months she re- 
ceives $110 with a $5 


increase each six $125 


per month, 
months, until 
per month is reached—the full salary 
with the noon meal and laundry of 
uniforms 

Atter 
quired to work relays of 
p.m., 3 p.m. to 11 p.m., and 11 p-m 


The sick leave is one day 


two months the aide is re- 


am. to 3 


to 7 am 
per month, cumulative to sixty days 
after the first year. Vacation allow 
ance is two weeks with salary at the 
end of the first year. Six holidays per 
year are granted. The age group for 
applicants is from 18 to 50 years. The 
educational 
years of high 
A personal interview is 


with all 


minimum requirement 1S 


two school, or the 
equivalent 
held by a 
applicants 
is required prior to acceptance into 
The nurse's aides are re- 


faculry member 
A physical examination 


the course 
cruited from two weeks to one month 
before starting a class 

During the personal interview the 
ude makes out a preliminary applica 
tion. If she seems to be the type of 
person for the class and is interested 
in the care ot patients she 1s given 
an application blank for her physical 
her 


which she takes to 


She pays for the physical 


examination, 
own doctor 
examination. During the initial in- 
terview we try to bring out evidences 
of emotional stability and culture 
The aide is accepted if the personal 
interview and the results of the physi 
cal examination are satisfactory. 
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The program is carried on in the 
same way for the three months’ course 
as it was for the two, except that the 
cap is delayed until the end of the 
third month. During the third month 
the aide is on duty eight hours a day 
This is done to give the aide more 
experience before she receives her cap 

The nurse's aide is 
nurse's aide and not an independent 
She is told she is not getting 


considered a 


worker 


a practical nurse training course, and 


that she is being trained for this hos- 
pital. She has good instruction, and, 
if suited for her work, she is given 
means for a good living and a steady 
job. The course is set up separately 
from the school of nursing, but close 
cooperation exists between the two 
as to procedures, duties and ethical 
standards. The nurse's aide is direct- 
ly under the supervision of the head 
nurse on any landing after she has 
completed her training course. The 
hospital hires two full-time instruc- 
one is a Classroom instructor and 


instructor on the 


tors 
one is a clinical 
floors. All aides are under their di- 
rection during the training period 
The clinical 
portant person, as she has the dual 


instructor is an im- 


purpose of protection of the nurse's 
aide from assignments for which she 


is not prepared, and protection of the 


patients who receive nursing Care. 
Also, she must have the right personal- 
ity to get along with professional and 
them see the 
The three- 
six weeks 


student nurses and let 
benefit of the program. 
month course takes about 
in the classroom, three hours a day, 
five days a week. This can be arranged 
to suit the hospital and the teaching 
staff 

Ir might work to better advantage 
to have the class meet three days a 
week, and extend this phase of train- 
ing through three months. We prefer 
the intensive classes better to prepare 
the aide for the floor duty. This en- 
ables the aide to start right in on her 
work and know what she is doing 
For instance, her second day in train- 
ing she is taught cleaning of bedside 
and so forth in her 


tables, kc ue ke rs 


morning class. In the afternoon she 
does this work in the hospital under 
the supervision of the clinical instruc- 
tor, who plans the work for the aide 
in the hospital. All teaching and 
assignments are handled in this man- 
ner 

In November 1947, unit teaching 
was tried that is, one graduate nurse 


and aide +o seven patients. It 


appears that this could be a very satis- 


one 


factory procedure for both the aide 
and the nurse and give the patient 
nursing care. It 1s 
a well organized 


good bedside 
necessary to have 
floor in which to start it, and the floor 
should be supplied with the regular 
number of nurses and aides to carry 
out the plan properly 

The following 1s 
work performed by the aide during 
her training period 


a typical day's 





On Duty 8 a.m. to 4 p.m. 

1.Washed my hands with 
water. 

2. Helped with the breakfast trays. 

3. Helped Mrs. Lawson with her break 
fast 

4. Folded and put bed blankets in the 
closet 

5. Gave two baths—Room 354. 

6. Made beds in 354. 

7. Cleaned room 354. 

8. Checked all drinking water in room, 
and washed trays with soap and water. 

9. Helped lift anesthesia patient from 
cart to bed, and made patient comfortable. 

10. Washed and sterilized pans and emesis 
basins in. sterilizer. 

11. Worked in utility 

12. Answered bells. 

13. Helped Mrs. Verdon into wheel chair 

14. Made bed in 359. 


soap and 


side. 


room—clean 


15. Cleaned thoroughly in Room 359. 

16. Gave and emptied bedpans. 

17. Lunch time. 

18. Helped with trays. 

19. Fed Mr. Petroni. 

20. Helped return trays to diet kitchen 

21. Freshened flowers in all rooms. 

22. Washed and sterilized more bedpans 
and emesis basins. 

23. Washed and sterilized 
clamps and glass connectors. 

24. Cleaned a few shelves in utility room 

25. Worked in soiled side of utility room. 

26. Mopped and rinsed floor on soiled 
side of utility room. 

27. Took temperatures, pulse and respira 
tion. 

28. Checked and cleaned TPR tray 

29. Fifteen-minute rest period 

30. Of duty at 4 p.m 


rectal tubes 








recommend a 


We 


rest period for the aide if she is on 


luty straight eight hours, as she never 


has a chance to sit down. Evening 


given by aides who are on duty 


care 
from 4 p.m. to 7 p.m. includes 


Backs rubbed, bed — straightened, 


teeth washed, bedpans given, and 


patient prepared for evening meal 


and seturned to 


diet 
ted 


mon d:0) t 


trays delivered 


kitchen; some of the patients 


for tray 


one new patient admitted and 


time distribut 
6:20 
tray time 


errands 


one sent home during 


fresh water for all patients 


hiftteen-minute 


performed, and many bedpans given 
incontinent cleaned and 


blankets to all patients; five 


patients 
changed; 
intravenous and one plasma injection 
started after 6:30—aides to stay with 
these patients as far as possible 

We 
housing 


have found by supplying 


quarters for our regular 


] 


nurse's aides and for some of the new 


students in the class that tenure has 


been increased and that we have not 


many as we might otherwise 


lost as 


They are generally quite happy in 


their jobs, because they are well 


trained 


It was rather difficult at first to 
integrate the work of the nurse's aide 
with that of our nursing students and 
We 
gradually proving to our graduate staff 
that 


the graduate nursing staff are 


members the program is truly 
successful and they now state it would 
have been impossible to render the 
rendered at 


quality of care we have 


our hospital had we not had a sound 
We 
nurses no longer 
ask for 
them and appreciate the real assistance 


training course for nurse's aides 


find the graduate 


resent the nurse's aides, but 


they can give 





Good Personnel Practice Starts 


] N ORDER to instill a knowledge of 
1 personnel into su 
top 


LOod practices 


pervisors, we must be sure that 


management knows and ha 


proper personnel ices. Personnel 


policies for the hospital as a whole are 
isually pre posed and accepted by the 


Many 


first talked over and tenta 


board of trustees times these 
policies irc 
through joint 
1 of 


lepartment heads, and top exec 


tively established ction 


of a committee Compose super 


Vi rs 
utives. This democratic method permits 


the opinions of all concerned to weigh 


] ] 


in the final decision, and after a tenta 


f policies | 1 


tive set « is been proposed 


these then can be taken to the board ot 


trustees for adoption. After they have 
been adopted, it is the responsibility 
tion of the hospital 
see that they are pr pe rly Carried oO 


A supervi mud for 


his know] 


ficiency 
lust never forget 
executive. He 
lirecting em 
be performe 
nsible for the proper 
ft equipment The super 
w personnel 


n 
on 


id the employes 
ploye 


presents en 


He 


JAMES W. STEPHAN 


Assistant Professor 
Faculty of Hospital Administration 
University of Minnesota 
Minneapolis 


therefore have knowledge of the hos 
pital organization, that is, the organiza 
tional structure, the administration and 
management, the policies and proce 


lures. He must have knowledge of the 


skill and technical information required 
n the performance of his job and in 
the performance of the jobs he super 
Vises He must have knowledge ot 
various responsibilities required, those 


for policies and procedures 


those for 
employe-management relations, those 
for schedules of work to be accom 
plished, and those for safety 

A supervisor must also have skill in 
training, in employe orientation, and 
n analysis of the specific training needs 
unit. He 


over-all work to 


within his work must have 
planning the 
He must, in the last instance, 
skill in leading other 
There must be present in him 
He is re- 


the 


definite 
people 
the qualities of leadership 
unit 


lisci 


sponsible for the morale of 


He is certainly responsible for « 
2riev 


pline and for the handling of 


selection of the super 


is the most important aspect of 
this entire problem; however, the train 
ing given the supervisor after appoint 
ment is of almost equal importance 
It is usually possible to employ a su 
} 


' 
pervisor who has a good knowledge of 


he job and has the skills, the rechnical 
skills, that is, required to perform the 


I ately. However, much of su 


ob a leq 


pervision revolves around the knowl 


at the Top 


and 


edge understanding of human 
motivation, and in that area we cannot 
always be sure that a person will make 
good supervisor 
A supervisor must know why em 
ployes work, and he must be sensitive 
that affect all 


never 


to the various drives 


individuals. Otherwise, he can 


be successful regardless of how much 
technical skill or knowledge he might 
have. Employes work for a variety of 
reasons. It is generally considered that 
these reasons can be placed in a certain 
Roughly, 


order of we 


might say that employes work first for 


importance 


security; second for 


tor 


CC ym pensat 10n, 


third, the opportunities for ad- 


vancement; fourth, because of con 
genial surroundings in the work area, 
and fifth, because in this particular 
area they are treated like human 


not 


work 


beings. If these five elements are 
present, we cannot have good person 
nel relations within the 


I would like 


the supervisor is responsible for de 


organization 
to stress the fact that 
veloping the morale within his work 
Now thing 
cant 


unit morale is a funny 
order it, 


into 


you buy it, you can’t 
and you can’t even persuade it 
existence. It can only be developed by 
good leadership and by competent su 
pervision 

In the first place, when a new em 
ploye comes on a job, the introduction 
friendly, skillful com- 


so that that employe 


must be and 


pletely adequate 


gets off to a right start. Throughout 


the entire work course, the supervisor 


must remember to respect the feelings 
t his employes. That means he must 
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ivoid arbitrary orders, and certainly 
must avoid criticism in front of other 
employes. Employes should know that 
their efforts are appreciated, sincerely 

A supervisor must tell employes in 
advance of any changes that will affect 
them and also he must explain the 
reasons for these changes. All the em- 
ployes within the work unit must be 
treated fairly and impartially. It is 
highly important to remember that it 
is how an employe is treated in re- 
lationship to the others with whom 
just 


he works that is important—not 


the way he is treated. It is the rela 


tionship that is important. A super- 
visor is continuously teaching his em- 
ployes and he must do this in a way 
that will not offend them and yet will 
information across satis 


get the basic 


factorily. He also is continuously 
working on the organization and _ the 
coordination and management of his 


department 


DOESN’T SOLVE EVERYTHING 
We have 


pervisor’s job 


discussed in brief the su 
back 


to the necessity for instilling accepted 


Now let us get 


personnel practices into the supervisor 
An easy thing to do, of course, is to 
say, “Well training pro 
gram. That everything 
Actually, it won't 
we will have to set up some kind of 


let’s have a 
will solve 


It is important, and 


program that will adequately train our 
supervisors, but we cannot just train 
for the sake of training. We must be 
sure that top management has adopted 
satisfactory personnel practices through 
out, and also that top management has 
given thought, time and consideration 
to the supervisor's job and has made 
sure that the supervisor is well treated 
ind is a respected member of the entire 
executive organization of the hospital 

In the past, supervisory training has 
not gone deeply enough into the basic 
problems of supervision. We have said 


need 


that supervisors to acquire de 
sirable personality characteristics and 
in many instances they have developed 
that desire but not the knowledge of 
how to reach personality perfection 
Again, we have used rather short 
courses which met an emergency need 
job of 


covering the fundamental points. 
We must be sure that a supervisor's 


but did not do very good 


training is realistic and is based upon 
the job he is going to do. We should 
have an organized course for super 
visors led either by the personnel di 
rector, if the hospital has one, or by 
the director of the hospital, or as a 
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third choice in certain instances, by a 
selected department head. I think this 
training is important enough to be 
given by the superintendent of the hos- 
pital. In such a course we are concerned 
with presenting and placing emphasis 
on the basic knowledges and skills for 
individual and group leadership. Su- 
pervisors must become group leaders. 

Supervisory training must be based 
on an understanding of the principle 
group dy- 
that 


of human relations and 
namics. We 


nomical and efficient production in 


have learned eco 
industry and efficient service in a hos 
pital depend upon the development of 
The old theory 


of hard-boiled domination over a group 


an efficient work team 


of employes may, in certain instances, 
raise production and efficiency, but 
only to a relatively low level. The dif 
ference between this level and the 
optimum level of the service which we 
should and must render is very great 
Only through skilled understanding of 
human relations and group activity can 
service be maintained on a proper level 

In the training of 
must stress the social implications of the 


We 


must also stress Ways ot encouraging 


supervisors We 
work being done in the hospital 


and developing employe participation 
in supervision. So long as_ super- 
visors maintain, or are forced to main- 
tain, the rdle of policeman, employe 
intagonism and efforts to increase dif 
ficulties of supervision will be present 
Supervision is essentially group leader 
ship. In any efficient group, the mem 
bers assist the leaders in maintaining 
the level of service we want to render 
As supervisors develop into more com 
petent group leaders, they will develop 
and devise ways of encouraging em- 
ploye participation in the leadership of 
the work. 

To accomplish these aims, it is my 
suggestion that we have an organized 
training This 
training course must be a continuing 


course for supervisors 


thing. Usually it is advisable to call 
together all the supervisors at least 
once a week on hospital time for a 
meeting at which some of their prob 
lems can be adequately discussed. This 
leader of the 


calls for a competent 


group. As previously stated, this leader 


ship should probably fall on the di 


rector of the hospital, but it may be 
assumed by the personnel director or 
some competent department head 

As there are many outlines available 
of what should be included in a super 
is not nec 


This 


Visory training program it 
essary for me to go into detail 


training program, I believe, is one of 
the best methods open to us. However, 
it has no chance of working unless top 
management has been sold on the ad- 
vantage of good personnel policies and 
procedures within the institution 

We have many different grades of 
supervisors in a hospital and the train- 
ing we give must of necessity vary 
with the type of supervisor we are 
attempting to teach. It is obvious that 
a supervisor in a highly technical or 
professional department, such as nurs- 
ing, presents some radically different 
problems from those of the supervisor 
in a laundry. It will not, therefore, be 
possible to work out one standard 
course. It is well to hold in mind that 
not only are there differences between 
individuals but there are marked dif- 
ferences between job requirements, and 
we must fit our training for the indi 


vidual and also for the job 
SET THE EXAMPLE 


The 


proper personnel practic es into the su 


second method of instilling 
pervisory personnel is that of example 
The continuous day to day example set 
by the director of the hospital in his 
dealings with employes and the example 
set by the various department heads in 
dealing with the supervisors carry a 
great deal of weight and are two of 
the best methods of instilling accepted 
personnel practices into any group. If 
your boss treats you in such a manner 
that you are happy and satisfied in your 
job, he should provide you with the 
necessary example so that you will treat 
your employes in such a manner that 
they become willing, satisfied partners 
An organization that is 
a much better 


in the work 
sound at the top has 
chance of being sound throughout 

It is top management's responsibility 
to see that good personnel practices 
are adequately carried out, and that 
means a continuous reevaluation of top 
management's own philosophies and 
theories and calls for a continuous 
striving on the part of the director of 
the hospital to understand not only 
the hospital in its technical aspects but 
the hospital in its sociological and 
psychological aspects, the reasons em- 
ployes work, and the fundamentals of 
human motivation. We should utilize 
all the knowledge of industry and from 
knowledge 
velop, through some form of training 


this hospitals should de 
and by the example of top manage 
ment, supervisors who become most 


in handling the human ele 


capable 


ments of their jobs. 
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trom Thirtieth Street to Thirty-Fourth 
First Avenue to the East 
The 


acres 


street, 
River 
will 


with the ground occupied by Bellevue 


from 
Drive 


cover 11 


university section 


and, together 


N. Y. U.- 
BELLEVUE 
MEDICAL 
CENTER 
WILL LOOK 
LIKE THIS 


Hospital and the projected new Vet 
erans’ Hospital, will mean a medical 
development in this area covering 
more than 40 


scheduled to begin immediately 


acres. Construction 1s 





THE ARCHITECT’S STATEMENT 


ROBERT W. 
Owings and Merrill 


Skidmore 


ERHAPS the most significant and 

interesting feature of this develop 
ment, from the standpoint ot hospital 
people, lies in the integration of hos 
pital and teaching facilities. The plans, 
as developed, cover about 30 per cent 
ot the 


been so placed as t 


property, and buildings have 


’ provide adequate 


ints of light and air for many 


imo 
years to come 
Vario 
cial 
Building Ni 
outline drawing, is 


Auditorium 


Is entire ly 


is features are worthy of spe 

irtention 

in the 
Hall 


noted 


as indicated 


the Alumni 


This, it will be 


separate from the other 
} 


buildings and is so designed that it 


can be used for lectures on public 
tor 


The 


health, which may be scheduled 


evenings, as well as other times 


southern part contains an auditorium 


with accommodations for 500 persons, 


Q on the first floor and 150 in the 


mezzanine. This arrangement provides 


Hexibility and avoids the depressing 


effect that obtains when a compara 


tively small group meets in an over 


ll. The northern part provides 


CUTLER 


Architects, New York City 


three lecture rooms on the mezzanine, 


one on the ground floor, and one in 


the basement. These accommodate 


150 each 


With 


clinical student in mind, the building 


the curriculums of the pre 
has been designed so that the student 
uses the lecture halls first in the morn 
ing, going directly from them through 
connecting corridors to an_ elevator 
which takes him vertically to his class 
laboratories, which are directly adja 
cent to the elevators in the rear wing 
of the College of Medicine and Post 
Graduate Medical School 

The 


school and hospital buildings are de 


lowest levels of the medical 


voted to administrative offices for the 


entire center. Thus, the administrative 
groups are tied together at one level 
These comprise offices of the director 
of the center, hospital administration, 
College of Medicine, and Post-Gradu- 
ite Medical School 
The building identified as No 
plot plan is the Hall of Residence, 


ion 
the 
which serves students, graduate nurses 


fellows and residents. On the first floor 
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From the air, the new University section of the New York University- 


Bellevue Medical Center #ill appear ae in the view above. 


Thies is 


a photograph of the architectural model. 


Here is a key to the buildings: 


College of Medicine and Post-Graduate Medical School 


University Hospital 


University Clinic and Inetitute of Rehabilitation 


Hell of Residence 
Alumni Hell Auditorius 


of the southern end of the College 
of Medicine is a student lounge, with 
locker rooms provided for nonresi 
dents. This lounge connects with the 
cafeteria in the rear, which also serves 


the Hall of 


On the street level floor of the Col 


Residence 
lege of Medicine, with stacks running 
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two floors below, is a medical library 


The top floor of the College of Medi 


cine serves as an Animal Institute 
The building designated as No. 2 

combines the University Hospital with 

College of Medicine The 


first hoor is devoted entirely to admin 


facilities 


istration and an entrance lobby. On 


the second floor are radiology and clin- 
ical laboratories. The next three floors 
are devoted to clinical research for the 
various departments. The floor imme- 
diately under the break between the 
lower and upper parts of the hospital 
building serves as a general service 
department for such items as central 
pharmacy, sterile supply, and photog- 
raphy. The break dividing the lower 
and upper parts of the building is 
given over to mechanical services, such 
as pipe collection space, air condition- 
ing, and ventilating equipment for the 
hospital above. The first floor above 
the break in the hospital proper con- 
tains twelve operating rooms with an 
cillary services. On the floor above are 
two delivery rooms, nurseries and ob- 
stetrical beds. The remainder of the 
floors are hospital rooms with the ex- 
ception of the top floor, which con 
tains a staff dining room and sundecks 
for patients 

Building No. 3 as indicated on the 
plot plan is the University Clinic and 
Institute of Rehabilitation. This com- 
prises a wing projecting to the north 
two floors are outpatient fa- 
The upper 
floors are given over to vocational and 


Its first 
cilities exclusively two 
therapeutic facilities of the Institute of 
Rehabilitation. This has been designed 
with the idea that a certain number of 


patients may use both 











People in Pictures 


VISITORS TO THE A.H.A. MIDWINTER MEETING: Left to administrator, Madison General Hospital, Madison, Wis.; J. T. 
right: Dr. E. L. Harmon, Grasslands Hospital, Valhalla, N.Y. Lindberg, vice president, West Virginia Hospital Association 
and Fred Walker, secretary-treasurer, Georgia Hospital Asso- Walter Hilgers, president-elect of the Tennessee Hospital Asso 
ciation; Everett W. Jones with W. Phillips Palmer of the United ciation, and J. Stanley Turk, Ohio Valley General Hospital, 
Mine Workers Health and Hospital Services; Grace Crafts Wheeling, secretary treasurer of the West Virginia group. 


President A. Watson Armour of the board of trus 
tees of St. Luke's Hospital, Chicago, delivers the 
principal address at dedication of the hospital's new 
clinic building, construction of which was started last 
fall. The ceremonies were attended by members of 
the hospital staff, women's auxiliary, board of trus- 
tees and officials of the city. Seated directly behind 
Mr. Armour is Martin H. Kennelly, mayor of Chicago 


Left: John H. Gor- 
by, administrator of 
La Mesa Community 
Hospital, La Mesa, 
Calif., explains the 
workings of the new 
portable resuscitator 
to city officials. 
Right: John H. 
Hayes, superintend- 
ent of Lenox Hill 
Hospital, New York 
City, and Dr. A. L. 
Garbat, Charles 
Bates, and Dr. E. M. 
Bernecker inspect 
the new diabetes 
tray received from 
the Lay Group of 
the New York Dia- 


betes Association. 


Division of Hospital Facilities 
U.S. Public Health Service 
conducts a conference and 
seminar for architects and en 
gineers of state hospital agen 
cies Nineteen states and 
three Latin-American nations 
were represented at the con 
ference which was held in 
Washington, D.C., in February 
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‘Small Hospital Forum 


NO TWO HOSPITALS AGREE ON TELEPHONE SERVICE 


in small hos- 


ELEPHONI 


pitals varies with the requirements 


service 


and preferences of the individual hos- 
pital, a study of the nature and amount 
of telephone service in a group of 
eighteen small hospitals reveals. The 
type and amount of service being used 
ire so different from hospital to hos 
pital that it seems fair to conclude that 
some of these institutions have ac- 
without 


may 


cepted the service offered 


studying possible alternatives. It 
be, however, that the variations in 
service reported by these hospitals and 
shown in the accompanying table re- 
flect only the differences in services 
required 

Service in eighteen hospitals rang 
130 beds 


from twenty to was 


The hospitals are mostly in 


ny 
studied 
the East and Midwest areas, but one or 
two from the South and far West were 
included in the 

The average number of trunk lines 
».7/10: how- 


group 


into these hospitals is 


TELEPHONE 


ever, the number of trunks does not 


vary according to size of hospital as 


one might expect 


Two hospitals of 


forty and forty-three beds have only 
one line, whereas the hospitals having 
the maximum, four lines, have fifty, 
fifty-eight, eighty-three, eighty-five and 
The largest hospital 
and the smallest hos- 


ninety-six beds. 
has three lines 
pital also has three lines. 


The instruments 


number of 


used, 


however, is roughly proportionate to 
The average 


the size of the hospital 


number for the entire group of hos- 
pitals is seventeen and, with a few 


exceptions, the number of instruments 
increases with the number of hospital 
Ten of the eighteen hospitals 
have no telephones in patients’ rooms 
One hospital has telephones in all 
rooms; several hospitals equip a few 
private rooms only. 

Seven hospitals in this group oper- 
ate without central switchboard serv- 


beds. 


ice 


In these cases, outside calls come 


directly to the hospital office and are 
routed from that point. As might be 
expected, all the hospitals without 
switchboard service are in the smallest 
size Classification. The largest of these 
hospitals has fifty-one beds 

Among the remaining hospitals all 
but one rent the switchboard from the 
telephone company. One hospital of 
eight-five beds owns its own switch- 
board. Only one hospital has an auto- 
matic board. The remaining institu- 
tions use the manual type 

The number of calls handled is only 
vaguely proportionate to the size of 
the hospital. Several hospitals make 
no record of the number of calls and 
were unable to furnish this informa- 
tion. Thirteen hospitals reported an 
average of 134 incoming and 108 out- 
going calls daily. The lowest number 
of incoming calls, fifty calls a day, was 
two hospitals, one of 
one of | fifty 
number of calls, 


reported by 


twenty-five and beds, 


whereas the largest 


SERVICE IN SMALL HOSPITALS 





NO. 
TEL. 
INSTRU- 
MENTS 


NO. 
TRUNK 
LINES 


REGION BEDS 


PHONES 
IN 


PATIENTS’ 


ROOMS 


TYPE 
OF 
SWITCH- 
BOARD 


IN- 


OuT- 


COMING GOING 


CALLS 
DAILY 


CALLS 
DAILY 


INTRA- 


HOSP. 
CALLS 
DAILY 


MONTHLY 
TELE- 
PHONE 
BILL 


OPERA- 
TORS’ 
SALARY 


CHARGE 
TO 
PATIENTS 





19 
14 
#9 
14 
50 
6 
21 
3 
30 
4 
27 
iB) 
20 
2 
34 
6 
7 
31 


East 74 
East 50 
East 20 
East 58 
East 50 
East 25 
East 28 
Midwest 25 
Midwest 

Midwest 

Midwest 

Midwest 

Midwest 

South 

South 

South 

West 

West 


PNK KWOK WHEN EN WHER ERWH W 


Half 
None 
None 
All 
Few 
None 
Private 
None 
Few 
None 
Private 
None 
None 
None 
None 
None 
Private 
Half 


Rented 
None 
Rented 
Rented 
Rented 
None 
Rented 
None 
Rented 
None 
Rented 
Rented * 
Rented 
None 
Rented 
None 
None 
Owned 


200 
50 
104 
75 
50 


200 
65 
112 
75 
30 
110 
75 
200 
30 
133 
175 
60 
100 
148 


130 
100 
136 
150 

15 


10 
275 
75 


Toll 

Cost 

Toll 

25c day 
Cost 


$ 85F 
100 C 
90 C 
168 F 
186C 
100 C Cost 
275 C Cost 
Ww — 
150 F Cost 
22 F _ 
140 F 10c ea. 
90 F Toll 
11IOF Toll 
92 F 
60 F 
60 F 
123 C 


| Ls] 
vw wv 


vw 


None 
Toll 
Cost 
Cost 


eT Lee] ee], e| eee 
~ 





Average 2.7 17 


*Automatic. F—Flat rate. C—Per call. P—Pa 


rt time 


108 


$109 
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245, was reported by an eighty-three 


bed hospital. Outgoing calls varied in 


about the same with the 


smallest number, thirty, reported by a 


pattern 


twenty-five-bed hospital and the larg 


est number, 200, reported by hospitals 


of seventy-four and eighty-three beds 
The average number of intrahospital 


calls was 131 a day. In eleven of the 


eighteen hospitals intrahospital calls 


are routed through a central switch 


board. Several of the others have an 


sucomatic intrahospital call system and 
one or two did not 
One 


beds reported only fifteen interdepart 


report on this 
hospital of twenty-five 


mental calls daily. The number in 
ith the size of the hospital 
75 calls daily in a 


hospit gl : ds and the 


being 


same number in a hospital of 130 beds 


Ten hospitals in the group re 
ported vat «telephone service is 


flat-rate basis. Seven 


a per call basis, and 


not report the nature 


or amount of the hospital's telephone 
bill. The bill for 
telephone service in this group of hos 
pitals was $109. One hospital paid 
only $15 a month on a per call basis 


average monthly 


while the largest amount, also on a 
per call charge, was $275 a month in 


a hospital of twenty-eight beds 


While 
small group may not be justified, the 


generalization from such a 


face is that hospitals that pay on a 
per call basis seem here to pay some 
what higher bills in proportion to the 


size ot the hospital than do those 


reporting a flat rate. The largest hos 
pital that pays on the basis of number 
of calls has eighty-five beds. Five hos 


] 


group audit the number 


pitals in the 
daily or 


of calls 
monthly 


made on either a 
report. The 
the group do not make any 


remaining hos- 
pitals in 
audit of calls no matter what the basis 
of payment of the telephone bill 

Five of the hospitals do not have 
any pay station for the convenience of 


visitors. The remaining hospitals re 





Paints for Masonry Walls 


masonry 


which dec 


Extensive u ot 


6 hes 


yuilding 


materials for 


orative or water-repellent treatment 1s 


lesirable has increased the need for 
more complete information regarding 
the durability of coatings tor masonry 
surfaces. To provide comprehensive 
Jara on the large number of paints in 


tests ex 


the masonry group exposure 


tending over a six-year period were 


on a number of commercial ma 
sonry 
National Bureau of Standards 

provided in 


paints by paint chemists of the 


Results 


the building 
information 
reau § inves 
specimens of stone and 
f lightweight 
ised com 
concrete slabs 


cement-water, resin 


pa 
resin-emuljsion 
sO luti nN p 
wood frame 
isbestos shing 
To provi pica isonry surfaces 
1 unit walls 
laid 
11g 
] 


technic employed 


nches were 


78 


in contract construction, and concrete 
slabs were made in lacquered wood 
@ 1:14:36 mix 


paints 


forms using concrete 


Cement-water were scrubbed 


these wall surfaces with stiff 


scrub or fender brushes, while 


into 
bristle 
the organic coatings were applied with 
regular i inch paint brushes 

Prior to painting, some of the walls 
were given base coats of grout, con 
sisting of equal parts of white Portland 
cement and mortar sand ( passing No 


1) mesh sieve) mixed with sufficient 


creamy consistenc y- 


Water tO BPIve a 
This base produced a hard continuous 
coating which improved the painting 
surface by filling the voids in the 
block and closing the openings in the 
mortar joints 
After the paints were applied to the 


representative masonry surfaces, the 
walls were exposed to atmospheric con- 
ditions in Washington, D.C., tor pe 

ds of and six years. At the 


end of 


three 
periods, ratings based 


characteristics 


these 


upon the weathering 
ind performance of each type of paint 
results indicate 


were recorded. The 


that well formulated paints, 
skillfully applied, are durable and that 


painted 


masonry 


it is possible to maintain 


masonry at minimum cost 


port that at least station is 


located in the hospital lobby 


one pay 
Two 
hospitals have more than one pay sta 
tion. Here the service provided is 
plainly a response to traffic. The hos- 
pitals without any pay station are all 
in the smallest size classification where 
with than one station 


as those more 


are among the largest hospitals in the 


group 
CHARGED AT COST 


Calls made by patients are generally 


Cost, iC 1S 


charged to the patient at 


reported However, five hospitals 
charge only for toll calls, one hospital 
charges a flat rate of 25 cents a day 
for telephone service in the patient's 
one hospital makes no 


room, and 


charge at all for this service. Incom 
ing calls are put through directly to 
patients rooms in six hospitals. In 
the remaining hospitals having instru 
ments in patients rooms, calls for pa 
tients are first routed to the floor 
nurses who check the patients’ ability 
to take the call. Among hospitals re- 
porting that calls are sent directly to 
patients rooms, the service is discon 
tinued in the case of critically ill pa 
tients by having the switchboard oper 
itor flag the extension 

Seven hospitals make no charge to 
employes and staff members for per 
sonal calls. Six hospitals charge doc 
tors and employes only for toll calls 
Others charge for every call made or 
permit such calls to be made from 
pay stations only 

Only four hospitals in the group, 
and all are in the largest size classi 
fication, have twenty-four-hour switch 
board service. In the remaining hos 
pitals the night calls come directly to 
the night supervisor through the hos 
pital office or, in a number of cases, 
directly to one or another of the nurs 
ing tloors 

The average hospital in the group 
switchboard 
full-time 


Salaries for opera 


employs two operators 


in Many Cases, one and one 
part-time employe 
tors range from $100 to $160 a month 
and in several cases it is indicated that 
one or two meals are provided 

Only four hospitals in the group 


had a by the tele 


have mad 


survey 
phone company engineers to determine 
whether the nature and amount of 
SerTVIce provided ire proportionate to 


Four hos- 


the hospital requirements 
pitals have had traffic tests made to 
the number of lines 


calls 


discover whether 
is adequate to the number of 


handled 


The MODERN HOSPITAL 





TUBERCULOSIS SANATORIUM 


at Paimio, Finland, incorporates new 


materials, modern planning and new equipment 


4 ORWARD-LOOKING in archi- 

tectural treatment, plan and equip- 
ment, one of the world’s most modern 
hospitals rises from the pine-covered 
hills of The Tuber- 
culosis Sanatorium at Paimio, designed 
by Finnish Alvar Aalto, is 
planned in accordance with the prin 
grouping hospital 
functions together in separate building 


Paimio, Finland 
architect 


ciple of related 
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units—in this case connected wings 
of the single hospital structure 

As shown in the plans and pictures 
presented in the following pages, the 
largest wing, A, contains the patients 
The 


beds of modern design. Furniture and 


rooms standard unit has two 


equipment follow simple, utilitarian 
lines. The exterior wall consists large 
ly of windows and the entire wing is 


oriented to provide a maximum of 


morning sunshine. Special curtains 
are provided for the patients’ windows 
so that the amount of sunlight may be 
The 


west end ot wing A contains private 


adjusted to individual needs 
rooms 

At a right angle to the patients 
building is wing B, which includes 
most of the and 


group recreation 
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SECOND FLOOR 
Wing A 

Same as first floor 
Wing B 

I. Dining room 
2. Sun balcony 
3. Drawing room 
4. Service room 

5. Kitchen 

6. Personnel dining room 
7. Housekeeper 


a ‘ fd 


Ps ee ee ee ee pee ee ee ee ee ee ee ee es mee = ee ee ee 


2 


Mittakaava 1: 600 


FIRST FLOOR 

Wing A 
Nurses’ station 
Sickroom 
Utility room 
Rinsing room 
Linen supply room 
Sputum 
W.C. 


Solarium 


Wing B 
9. Entrance hall! 
10. Footwear exchange 
. Telephone 
. Waiting halls 
Directors’ room 
Physicians’ rooms 
. X-ray 
Operating theater 
Artificial sun treatment room 
Laboratory, drugstore 
Wing 
19. Receiving room for raw materials 
20. Treatment of raw materials 
21. Refrigerating room 
22. Bakery 
Wing D 
23. Boiler house 
24. Fuel tunnel 
{ A Yao f-) 
he Se 


Pit Re es es me ee ee ee ee ee ee ee ee ee me es wee ee ee es eo 


Mittakaava 1: 600 
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ROOM LAYOUT 








Venetian blind 


Ventilation 


Concrete stock 


Bed 


Two-piece table 


Soft wall 
Hard wall 


Wardrobe 


Cuspidor 
Wash basin 


Ventilation 
Concrete stock 


Gulf for pipes 


Corridor 


Outside wall 


The plans on the opposite page show the first and 
second floors of the sanatorium and the relation of 
the three wings. Above is a diagrammatic presenta- 
tion of the layout of a two-bed room. The photo- 
graphs show the extremely modern and functional 
furniture and the grouping of the wall-hung wash 
basins and towel rack. The re p at the right 


shows the large window at the end of the room 
which provides a maximum of morning sunshine. 
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facilities for ambulatory patients. 
Library, reading rooms, workshops for 
occupational therapy, dining rooms, 
drawing rooms and similar areas are 
grouped together in wing B, which is 
also featured by furniture and equip- 
ment of simple, modern design 

Wing C contains the laundry, store- 
rooms, kitchens, bakery and other 
service facilities. The topmost floor 
of wing C is a residential floor, pro- 
viding living space for personnel em- 
ployed in the kitchens and other wing 
C services. Wing D, farthest removed 
trom the patients areas, is the power 
plant building. 

Throughout the hospital, heat from 
the central plant in wing D is dis- 
tributed through panel radiators run- 
ning along the walls or, in some areas, 
in the ceilings. Wall surfaces are 
lacquered in light colors, the ceilings 
finished in slightly darker hues. The 
hospital itself is surrounded by sev- 
eral smaller buildings which house 
the laboratories, chapel, morgue and 
other auxiliary departments. Housing 
for staff members is also provided in 
separate buildings on the hospital 
grounds. 

Dr. M. M. Sukkinen is director of 
the hospital. Photographs, plans and 
description of the sanatorium were 
prepared by Aino and Alvar Aalto, 
architects, and are presented in The 
MODERN HOSPITAL with the assist- 
ance of Antti Berg of Instrumentar 
ium, Finnish medical supply house. 











A good rule for doctors — 


NO RECORDS—NO PATIENTS 


LEONARD W. HAMBLIN 


Administrator 
Deaconess Hospital 
Freeport, Ill 


O™ of the continuing problems 
of administration in the hospital 
field is the completion of medical rec 


ords. The problem exists in institu 


} | 


tions that train interns and residents 


as well as record librarians, but not 


however, to the extent that it does 


in the institutions that do not train 


interns and residents. In a larger in 
assistant ad 


presented a 


stitution in which | was 


ministrator, each month 


and in 


charts completed 


dithcult problem with charts 


order to have the 


successfully we would hold the in 


or residents check untl his 


terns 
charts were completed However nis 
was not a sure that all charts 


1 } 
be done 


proot 


would 


SIXTY TO 100 INCOMPLETE 


About 
Hospital and the St 


two years ago the Deaconess 


Francis Hosp 
tal of Freeport lll 


were experienc 


ing a most difficule time in getting 


he ever-increasing number of charts 


d We had at 


LOO 


complet many 


is from sixty to I not com 


nd it was only through an 


Congress that we got the 
only to 
rl 


complete them 


same alt it WwW » some 


ratt 
Stall 


member 
good letter lash 


of Sur 


was after a 


ing’ by the American College 

geons that a staff member of St 
cis Hospital led that 
lefinitely would have to 
this. With the hel 

Philothea 

ind Melba 

Deaconess 

d at 


ata 


deci« 


orrect 
record librarian at St 

Ericsson, record librar 
Hospital 


| 
special 


plan 
meeting 


} 


record committee of the medi 


cal staff which was called for this spe 


cific purpose. Each doctor was to be 
given thirty days’ grace from the 


of dismissal of the patient in 
This 
a physical 


to complete the chart however 


turned out to be impossi 
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co 


C1 
m7 


bility for room 
{i 


statts, and the cooperation of the med 


both ot the record 


cal statts of both institutions was not 
too satisfactory 
With this experience behind them 
meeting was called and it was de 


cided to inform the = statf members 
of both hospitals that all charts must 
be completed by the fifth of each 
month or their patients would not be 
only 
This 


upon by 


idmitted to the institution, the 


exception being an emergency 


recommendation was voted 


both hospitals medical stafts after con 


siderable discussion and it was agreed 


that the new rule should be adopted 


It now remained up to the admin 


istrators of both St. Francis and Dea 


coness hospitals to enforce these new 


rules. These rules read as follows 


That all physicians on the statt of the 
Deaconess Hospital or St. Francis Hos 
pital must, by the fifth of each month, 
have all charts complete or not have 
who was 


patients of the physician 


negligent in the completion of his 


charts admitted to either institution, 


the only exception being vacation ot 
illness and then the charts must be 
completed the following month 

A list is placed on file by both hos 
and 


record room 


days 


pitals in both the 


the doctors’ room five prior to 


the fifth of the month showing the 


number of charts still not completed 


tor the last month. It is not uncom 


mon tor some men to have twenty 


five charts and not uncommon either 
to see these same men signing charts 


o clock 


the day the number of charts still out 


intl 9 or 10 at night after 


has been posted. Even on 


| 
standing 


Sunday morning they have been seen 


working on the charts 


Also, trom the last of each month 


until the fifth, both record librarians 
keep themselves posted on how the 
and if, by 5 


month, 


charts are progressing, 
o'clock on the fifth of 
any physicians have not completed all 
informed 


that no patient of theirs will be ad 


each 


charts, they are called and 


mitted to either hospital, and the 
names of these physicians are placed 
their 


in both admission offices so that 


patients cannot be admitted 


EVEN THE CHIEF 
Our chief of 


called in to admit 
told that he had 
signed at St. Francis Hospital and was 


staff just recently 


and was 


sull not 


a pat 1ent 


one chart 


refused admission of this patient. In 


only a few hours a call came trom 
St. Francis Hospital informing us that 
the chart in question had been com 
pleted. This 
curred at St. Francis Hospital 

The 


physicians do little complaining about 


same situation has oc 


surprising thing is that the 
& i 


having to complete records at the end 
All of 


that the plan is fine anc 


them comment 


| are 


ot the month 
delighted 
that this problem has been success 
fully overcome 

From the administrator's 


view, the completion of medical charts 


point ot 


is one “headache” about which he does 


not have to worry It is a pleasure 


to know that we have a record de 
partment and yet be able to be un 
aware of it as far as trouble with in- 
completed charts is concerned. It is 
most encouraging to have obtained the 
help and cooperation of both medical 
staffs, and their attitude is appreciated 
by both the administrators and record 
room stafts of our two institutions 
This system of completing medical 
charts can, I am sure, be inaugurated 
in any institution as long as the ad 
ministrator and chief of staff are not 
afraid to enforce the rules 
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Child patients at St. Barnabas 
Hospital aren't frightened or 
te 9 thanks to the Play Lady 
who keeps them entertained 
with toys and books, drawing 
materials and modeling clay. 





MARTHA LOCKMAN 
Administrator 
Amsterdam City Hospital 
Amsterdam, N.Y. 


EVERYBODY LIKES THE PLAY LADY 


administrators 


OSPITAL 


should be, on the alert tor help 


are, Of 


ful suggestions from patients, person 
nel and visitors that will improve the 
organization, assure satisfaction to pa 
tients, build good will and promote 
good public relations. But patients 
are not always vocal as to the things 
they like or do not like. Employes are 
sometimes hesitant about making sug 
xestions 

also, prefer to be 


Visitors, may 


silent, at least while they have contact 
with the hospital, but perhaps they 
have observed practices they do not 


like, 


and these things, often minor irrita 


approve of or even understand, 


tions, assume 
they are thought about and discussed 
In many cases the administrator may 
such complaints, 


major importance as 


never hear about 
whereas had they been explained or 
corrected at the time, the hospital 
would have benefited. 

Let us consider the problem of en- 
tertaining children in the pediatric 
department as a specific example. In 
this department we cannot depend 
upon suggestions from patients. True, 
parents may have ideas about it, but 


the chances are they will not express 


Miss Lockman was formerly superintend 
ent of St. Barnabas Hospital, Minneapolis 
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them and the administrator may be 
calmly enjoying the feeling that this 
department is at its best, whereas even 
with superior medical and nursing 
care, parents are not satisfied because 
their child is unhappy or lonely. That 
one aspect may make them lose con- 
fidence in the hospital. Perhaps the 
next time their child is ill they may 
select another hospital. In the past 
years, with crowded facilities, hospitals 
may have relaxed on many of these de- 
tails which mean so much to patients 
If so, it is now time to do something 
about it 

In an active pediatric departrent 
with a capacity of thirty-two and a 
daily average of twenty, the problem 
children has been 


Barnabas Hospital, 


of entertaining 
solved at St 
Minneapolis, by the addition to the 
personnel of a “Play Lady.” She was 
employed by the administration of the 
hospital and the women’s board, and 
her salary is paid by the women’s 
board which has as its major interest 
the pediatric department and operates 
a coffee shop and gift shop in the 
hospital to obtain funds for the sup 
port of special projects in it 

The Play Lady is a young, attractive 
with a background of special 
direction, art 


girl 


training in rec reation 


and handicraft, and two years of col- 
lege training. She works a forty-six 
hour week, Monday through Saturday. 

The employment of such a person 
was considered in detail by the ad 
ministration and the women’s board, 
was started on a 


It has been observed 


and the project 
temporary basis. 
and studied from many angles and 
has been found to be most valuable 
from both a psychological and a pub- 
lic relations point of view. Since this 
plan has been in operation, many com 
ments have been received from grate- 
ful parents who appreciate the per- 
sonal attention shown to their chil- 
dren. When the press first commented 
on the employment of such a person 
in an article about “unusual 


several applications were re- 


occupa 
tions, 
ceived from people who were inter 
ested in obtaining such a_ position, 
and one or two hospitals in the com- 
munity have demonstrated an interest 
in following this example and estab 
lishing such a program. 

On her arrival in the department 
each day the Play Lady checks as to 
the new admissions and the condition 
of her old charges and makes a point 
of meeting new patients as soon as 
possible on admission. If the parents 


are with the child, she explains to 
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them that her task is to keep the child 
entertained and to prevent him from 
being lonely by keeping him occupied 
if he is able to engage in any activity 
or by reading or drawing pictures 
much 


tor him if he ts too ill to do 
tor himself. The parents often men 
tion the child’s preferences as to games, 
stories and toys and are able to trans 
Play | 
raits of temperament 

The 
partment also keeps in close touch with 
the Play 1 


Lady regarding 
aspects, and often 


mit to. the any unusual 


nd personality 
the de 


nursing supervisor in 


any medical 


the doctors 


them 
selves ask for a patient to have special 


The 


work tremendously 


ittention nurses appreciate ner 
as it relieves them 
from duties 
The 


istic in their praise of her work and 


many time consuming 


doctors have been most enthusi 
feel her presence has filled a real need 
was ad 
child of 
They did 
and felt 
severe 
ild cry all the 


she 


Sometime ago patient 


mitted who was the only 


1 
imusually anxious parents 


not want to leave her alone 


the hospital rules were most 


They said mhe 


time and they did rt see how 


get well were unhappy 


They protest¢ t the doctor they 
j 


complained t and then 


Irses 


they came to my office, hoping the 
} } 


ise would be fered a very 


d 


spe 
” 
After ; 
they agreed to follow our rules tem 
the Play 


who really helpe 1 to adjust the 


talking it over, 


porarily, but it was Lady 


situa 


on She considerable time 


th the child 


spent 
the following morning 
ught her to make drawings and 


and when the parents 


g hours the child was 
them t 


handiwork for see 


problem 


ents did not pack up the child and 


take her home. By the time she was 


discharged they realized that hospital 
rules, though strict, were for the best 
their child was not 


they knew 


frightened or lonely. 


and 


variety 


The Play Lady performs a 
of duties, such as reading to the chil 
dren, planning drawings, cut outs and 
which the pa 
She 


the boys with airplanes and mechani 


color books, many of 


tients themselves make amuses 
cal toys and dispenses the toys trom 
the playroom to those who have none 
Three little girls on the sun porch one 
Jay were industriously making animals 
to attach to the foot of their beds and 
told 


they 


me they were very busy because 


have them finished by 


The 


work with modeling 


had to 
visiting hours children who are 
able tO do so 
clay 

If any of the children are up and 
around, luncheon parties are planned 
in the playroom, with tiny handmade 
place cards, flower center pieces and 


the like 


for them as an event out of the 


These parties create a change 
ordi- 
nary and provide a way of fntroducing 
the children to one another. One day 
two small diabetic patients were intro 


} 1 + 


luced to each other, when they were 


permitted to be up for their first meal 
They were shy and sat solemnly at the 
table, eating silently. By the next meal 


they were friends and were having a 
hilarious time. 
Play Lady 


features, 


On holidays, the arranges 


decoration and at 
Christmas and 


child 


each parent 


special 
each 

for 
a drawing, a calendar or 


at other times 


who can makes a present 


something similar. The ward is very 


Halloween with a large 


pumpkin, which the Play Lady and the 


festive at 


older children cut out. Everyone who 


can be so placed is near by to see it 





WRITE FOR YOUR VOLUME INDEX 


If vou bind your 


you will want the index to volume 


from July through December 1948 


volumes of The MopvEeRN 


Hospital 
71, covering issues 
obtain 


You may 


your free copy by writing to The Mopern Hospitar 


at 919 North Michigan Avenue, Chicago 11, Illinois 





ighted is a sma detail but an 
lighted. It ll d 


event to the children. Birthdays are 


remembered with a cake and candles 
or gifts. 

When the children can go outside, 
the Play Lady is available to take them 
for a walk or a ride in a wheelchair 
She has plants growing in the play 
room which the children love to 


They take 


She teaches the children to sing 


watch keen interest in 
them 
and plays with the tiny infants, who 
with a 


may only want to be amused 


or colored 


rattle books 

On several occasions, children from 
Sunday school classes made scrapbooks 
and sent them to the children in the 
ward, and the name of the person who 
made the scrapbook was attached. The 
children to whom these scrapbooks 


were given wrote thank you notes to 


the donors, under the direction of the 
Play Lady, which were greatly appre 
ciated 

The supplies needed are not expen 
sive, being mainly colored papers 
crayons, colored chalk tor blackboard 
drawing, stickers, pencils, scissors and 
The 
saves scraps of materials 
make doll 


holders, and spools for wooden neck 


decorated. A supply 


magazine pictures sewing room 
for the little 
girls to dresses and pot 
laces, which are 
of toys and books is kept on hand and 
When 


they 


checked periodically they are 


worn out or are dis 


carded 


need repair 
or rejuvenated for use. 

The children themselves are prob 
ably more aware of the Play Lady than 


inyone, even at first, because they 


ind is there 
has a knack 


of handling temperamental and unruly 


sense she is their friend 


especially for them. She 


children, and so the entire ward is 


more orderly because the children are 


kept busy, interested 
On 


there 


and happy 
occasions, it may happen that 


are few patients and these may 


be too ill to play Then she works on 


assembling some supplies, making 


scrapbooks decorating the blackboard 
with drawings, preparing little draw 
ings and booklets as gifts for the chil 


dren, who may be admitted at any 


minute. She has been most willing to 


help the nurses in feeding children, 


] 


sorung linen, ana performing other 


duties 


A survey of public opinion regard 
ing the service in the pediatric depart- 


ment elicited many enthusiastic com 


ments regarding the value of such an 
employe, and so become an 


she has 
part in plan for the best 
possible treatment for pediatric cases 
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Altro goes to work to 


TAKE CARDIAC PATIENTS OFF THE SCRAP HEAP 


Committee for the Care of the Jewish Tuberculous, Inc. 


than thirty-three 


Altro Work Shops started as 


whether a 


_— years agi 
the 


in experiment to determine 


sheltered workshop as a part of a med 
cal social service program could help 
reduce the number of relapses occur 


What 


was considered equally important was 


ring after successful treatment 


how to help tuberculous patients live 


1 lives and become partially or 
completely self-supporting 


A careful Altro’s 


wenty-five years’ experience* has dem 


study of first 


onstrated that patients with limited 


rk capacity at time of discharge 


the sanatorium 


(more than 80 per 
t moderately and far advanced cases 
iberculosis ) who have been gradu 


ited from the workshop have the life 
expectancy of men and women of the 


same age 
Twenty-five years ago, and periodi 


illy since been made 


that Altr 


tients is 


requests have 


iccept selected cardiac pa 


well as other handicapped 


Cardiacs were considered as 
presenting many of the physical and 
oblems common to the 
Lt bowls 


from 


The patients fear 
ird as physical limi 

there were many other un 
lices on the part of the 
s the employer. As 
many who were 

to enter employ 
yvraduated work, 

> to capacity which made 


j 


yacement in industry sate, 


on of the Rehabilitation 
I s E. Si MD 


tzbach 





The outdoor roof garden at the 
Altro Workshops provides a 
pleasant place where patients 
can rest between work periods. 
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EDWARD HOCHHAUSER 


Executive Director 


while others would be ready to start 
The 


period between convalescence and such 


vocational training preparatory 
placement might be greatly reduced 
The cardiologists also felt that many 
who otherwise became unemployable 
might be returned to useful work with 
tremendous values to themselves, their 
families, and the community. This was 
all understandable for the same thing 
had been found to be true of the tuber 
culous. Many so-called “good chronics 
Dr. Bluestone of Montefiore Hospital 
prefers to call them patients in need 
of long-term care), who otherwise are 
prematurely condemned to the scrap 
heap, have been restored to partial, 
and frequently total, self-support 
Although World War II interrupted 
plans for a cardiac service, the earlier 
discussions were continued at the end 
of hostilities. Numerous conferences 
were held with tuberculosis specialists, 
outstanding cardiologists, and rehabili 
They confirmed the 


tation expe rts 


New York City 


need for investigation and service in 
the area of cardiac rehabilitation. Plans 
were completed, and in January 1948 
applications were invited for the car- 
diac rehabilitation program 

Because so little has been done in 
the field of cardiac rehabilitation, the 
present program is being undertaken 
with extreme caution, and it will be 
closely observed over an experimental 
two-year period. The cardiologist in 
charge of the medical research aspects 
of the program will record for each pa 
tient, in detail, certain data which have 
been deemed worthy of studying dur 
ing the course of the patient S progress 
These data will be combined with indus 
trial and social work data for the same 
period, all of which will constitute a 
case history. These case histories and 
other factors in the program will be 
evaluated at the end of the two-year 
experimental period at which time de 
termination will be made for the future 


contents of this program 











Designing and pattern-making department of the Altro Workshops. 


As additional controls tor this pilot 
certain Minimum admission re 


study 


quirements have been set up as fol 
lows 
Sex—male 
Avge—I18 t 


3. Residence 


years 
within trans 


Altro, 10 
Bronx 


Casy 


portation of Jennings 


Street, The 


a p to ¢ lass 11 1¢ Classitic: 


of American Heart Association 


Tuberculin positive to be 


ned by referring agency 


ig 
Psychiatric screening 


Medical approval by Altro card 


iac illness must not be com 
inother major physical dis 


orthopedic, psychiatric 


TO OBVIATE COMPLICATIONS 


These requirements are aimed 
liminating, as far as possible, unmeas 
rable vari | 


ie complica 


bles and und 
bstacles to the patient's re 
Therefore twenty pa 
served at 
t¢ the 
yress. Similarly, te 
is time in orde 
icive handling 
Work Shops 


a 
Medically 


full work tolerance 


ited into industry 

Although many questions have been 
raised about cardiac rehabilitation, sat 
isfactory answers have not been forth- 
coming 


What is 


ous Cardiac types? 


the work tolerance for vari 


What are the occupational and em 


ployment possibilities for “hardened 
( urdiacs? 


What are the 
reeducation for living”? 


cardiacs’ needs in 


What type of medical supervision is 


essential during the “hardening” period 


ind after reemployment? 
What other nonmedical services are 


essential during the hardening and re 


| rd 


habilitation period of the cardiac 


psychological adjustment, family social 


} 


service, vocational planning and place 


ment 
Obviously, it will not be possible to 


inswer all these questions posed at the 


end of the two-year study period. How 


ever, they can serve as a frame of 


reference for evaluating the over-all 


program—its methods, materials and 


underlying philosophy, and the conclu 


sions to be drawn may then point the 


way to continued investigation by 
Altro and others, and to extended serv 
ce in the field of cardiac rehabilitation 

The Committee for the Care of the 
has tentative 


Altro Work 


Jewisl T iberculous Inc 


plans for enlarging the 


cardiac 


The 


in addition to being a_ pilot 


Shops experiment, it 1s 
hoped 
study, will provide a basis for deter 
mining what part of the increased fa 
cilities should be available to cardiac 
We have had valuable advice 


trom 


patients 


and encouragement deans of 


medical schools, doctors and laymen 
A committee with long experience in 
medical research is guiding and ob- 
serving our experience. Its member- 
ship includes a physician, a member of 
the Milbank Memorial Fund staff, a 
member of the Metropolitan Life In 
surance Company medical division, and 
a professor of social research at the 
New York School of Social Work 

As with the tuberculous, cardiac pa 
tients of all creeds and color are ac- 


cepted for care. The psychiatric and 


social services (and financial subsidy 
where necessary to assure the necessary 
minimum economic needs of the pa 
tient and his family) will be provided, 
and patients at work will be paid on 
a piece or production rate, at least 
as has been 


The 


medical supervision of this group will 


equal to the union rate, 


Altro’s policy since its inception 


be at the workshop, and in addition to 
the cardiologist in charge, who is a 
physician of long experience in this 
field, two of the New York City 
pitals have offered to assign fellows in 


hos- 


cardiography service at 


Altro. 


for part-time 


PREPARATION FOR LIFE 
The fundamental purpose of a shel 
tered workshop for reactivating or pro 


LTESSIVE diseases, like tuberculosis and 


lisease 


heart is the physical and psy 


chological preparation for work and 


life at home and in the community 


Primarily interested 


lapses or extension of the disease, Altro 


in preventing re 


tries, through carefully graduated work, 
to determine the patient's highest level 
of productive work and to graduate to 
selective jobs or self-employment those 
Through the 
Veterans Administration, the New 
York State Division of Vocational Re 


habilitation, and other facilities, it pro 


who can attain the goal 


cures brush-up or vocational retraining 
for those whose old jobs are not avail- 
able or desirable, or who are not inter 
ested in any branch of the sewing trade 


it Altro 


rehabilitation 


which they can learn 


The program for the 
of the cardiac, started about the middle 
of February 1948, may well become an 


important milestone in the approach 
to the too long neglected problem of 


cardiac rehabilitation 
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UTLER, Pa. a 
25,000 and the center of a 
farming area 


community of 
pro 
gressive industrial and 
36 miles north of Pittsburgh, during 
a two-month period this winter raised 
$1,506,000 for expansion of the Butler 
County Memorial Hospital, only hos- 
pital in the county 

The fund 
the amount 
campaign for building purposes in the 
county and ranks among the largest 
sums obtained from popular subscrip- 
than 50.000 


was almost three times 


raised in any previous 


tion in any area of less 
population in the country 

More than 750 workers participated 
in the fund raising effort which was 
directed to every industry, employe and 
resident of the entire hospital service 
area, embracing a radius of 25 miles 

Funds realized from the campaign 
will be used for construction of a five 
story addition to the present hospital 
building and for extensive improve 
ments to existing facilities 

The new wing will provide space 
adult beds and 


modern 


for fifty additional 


eleven bassinets, as well as 
maternity and pediatrics departments 
A complete new food service unit to 
serve the entire hospital will also be 
constructed in the new building. The 
unit will include kitchen, storage space 


ind dining room for nurses and staff 

Extensive alterations to the existing 
structure will make possible establish 
ment of a completely equipped out 


patient clinic, modernized x-ray and 


emergency rooms, larger laboratories, 


in isolation section for patients with 
enlarged 


needed 


communicable diseases, an 
power plant, and an urgently 
iddition to the laundry 
Before undertaking the expansion 
program, the board of directors sought 
the advice of hospital experts every 
step of the way 
Dr. Donald C 
the new planning committee of the 
Citizens’ Conference on Hospital Cap 
ital Requirements of the Philadelphia 
Area 


vey of the Butler institution 


Smelzer, director of 


first conducted an extensive sur 
His rec 
ommendations were then incorporated 
in the functional design developed by 
Hannaford and Sons, 


Samuel promi 


nent hospital architects 
Confronted with the problem of 
a minimum of $1,300,000 for 


the project, the hospital directors en 


raising 


listed the services of Ketchum, Inc. of 
Pittsburgh 


Compilation of prospect lists began 
in November and presentation of the 


appeal was made to all corporations 
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Architect's drawing of the new Butler County Memorial Hospital. 


Butler County sets a 


High Standard of Giving 


JANE BOYD 


Administrator 


and individuals capabie of making sub 


prior to the 


stantial subscriptions 


Christmas holidays in order that ad- 
vantage might be taken of tax deduc 
tion privileges before the close of 
1948 

beds were 


only fifty new 


under the expansion plans, 


Because 
provided 
early in preliminaries to the campaign 
it became evident that the emphasis 
in the publicity and educational pro- 
grams would have to be placed on the 
importance of the costly auxiliary serv 
ices that must be constructed. By 
stressing this aspect of the program, 
the publicity helped to counteract ex 
pression of thoughtless criticisms based 
on the relatively small net gain in bed 
capacity 

With such a substantial goal, special 
emphasis was placed also on creating 
a wide base of giving with results that 
were stimulating to the entire cam 
paign The general ac 
ceptance of the campaign was reflected 
in the 11,055 individual subscriptions 
that were registered 


Much 


used in bringing labor and manage 


organization 


time and effort also were 
ment together, making it possible to 


solicit working people at their places 


Butler County Memorial Hospital, Butler, Pa 


ot employment, and in obtaining ap 
proval for the pay roll deduction plan 

In attempting to obtain an amount 
three times as great as that subscribed 
in any previous building fund cam- 
paign in Butler County, hospital au- 
thorities first completed arrangements 
with the major industries for pay roll 
deduction of all employe subscriptions 
When the principal plants of the area 
adopted this procedure, the smaller 
industries and many of the retail es 
tablishments instituted similar ar- 
rangements 

Employes compiled a high standard 
of giving with 4000 Armco Steel Cor 
poration workers subscribing $137,000 
for an average of $37. Pullman-Stand 
ard Car Manufacturing Company em 
ployes numbering 1008 subscribed 
$40,000 tor an average of $40 

Largest industrial gift of the cam 
paign was $150,000 from the Armco 
Steel Corporation, and the largest gift 
from an individual was $20,000 

At the conclusion of the fund raising 
effort, the local newspaper praised the 
board of the hospital for its vision in 
sponsoring the campaign, and termed 
the campaign a magnificent exhibition 
of community zeal in a worthy cause 
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Administrators 

L. G. Schmelzer 
has resigned as 
superintendent of 
Wash 
niversity 
Hospital, Wash 
ington, DD. C., to 


the George 


ington | 


accept an appoint 

the U.S 

Health L. G. Schmelzer 
where he will as chief of 


Hospital 


Facilities. Pr 


ment in 
Public 
service, 
Services, Division 
evious to his 
Washington 


issistant 


the office ot 
ot Hospital 
with 
Hospital, Mr 


Iministrator at the State of Wisconsin 


issociation George 
Schmelzer was 
adr 

Csenera 
onsin, Madison 
the Maryland-District ot 


Delaware 


| 11 


Hospital, University ot Wis 


He is president-elect of 


Columbia 


ind has 


Hospital Association 


been a fellow 
ot Hos; Ita 
Henry D. Martin becam« 
ith Tampa Municipal Hospital, 
ntly when he ass 1 


ntendent 


1., rece 


issistant super 


F. Ross Porter, assistant 
of Duke Hospital, Durhar 
has 
James Minetree Pyne, for 
North Carolina Medical (¢ 

ind Louis E. Swanson, 
of Hugh Chatham 
Elkin, N.C 
| 


rintendents 


LY¥5U, een Name 


Dr. Willard C. Rappleye, dear 


‘ tC. Na 


Higgins 


Thomas A. 


mess naver t St 


the | 


nec vy reported i 


Clarence J. Connelly is t 


Olsson, 
r int 


David E. 
ister S cle c% 


About People 


of San Hospital, San Jose, Calif., 
March | 
Sen. J. Edwin Baker has been appoint 


ed administrator of Waterman Memoria! 


Jose 


Hospital and Sanitarium, Eustis, Fl: 
He was executive director of the Harry 
Anna Home in Umatilla for twelve years 
Richard Edgerton has been named man 
ager ol the sanitarium ke partment of the 


hospital 


Clinton F. Smith, 

superintendent ot 
St. Louis City 
Hospital, has been 
ippornted superin 
tendent ot Oak 
Forest Infirmary, 
Oak Forest, Ill. 

He replaces Frank 
Venecek, who held the 
Mr. Smith 
Hospital, Chi igo, 
viously he 
of Allen Memorial Hospital at Waterloo, 

He ts president-elect of the Missouri 

4 ssox 
Hospital Council. He is a 
member ot the \m | 
Hospita \dmiunistrators 
president of the American Protes 


\ssociation 


C. F. Smith 


post for twenty 


hive years was administrator 


trom 193¢ 


Grant 
1? j 
+2: pre Was administrator 
lowa. 
Hos 


| ition ind preside nt of the 
St. | 


vit il 
ouls 
erican College of 


ind former na 


I lospit il 


tant 


} 


Wayne B. Foster has been named ad 


ministrator of Holzer 
Clinic, Holzer Hospital Foundation, Gal 
Ee 
unistrator of Starling-Loving (Uni 
Ohio State Medical 

Columbus, ha ing joined 


ff there as personnel director ut 


Hospital and 


was tormerly assistant 


sity) Hos} ital, 


McLean 


n the M 


Allan 


now 


ildren’s 

al, Winn 

gv. Man. Mr M« 
the 


was on 


Allan McLean 


P 
North Vancouver General 
B.C., from 1936 to 
ive vears of which he was 
Fron 1945 


ppomtment mn 


Van ouver, 


issum 


, 
unti 
January 


cLean was inspector of hos; ital 
ices division, for 


if British 


ounting, hospita ser 


ial CGsovernment ¢ 


John D. Martin, formerly associated 
with the Children’s Hospital, Washing 
ten, D.C 
superintendent ot 


Washington, D.« 


has been appointed assistant 


Columbia Hospital, 


Carl F. Wieler, whos« 
superintendent ot Holyoke 
Holyoke, 


has been 


Bushwick Hospital, Brooklyn, N.Y. 


resignation as 
Hospital, 
Mass., was announced recently, 


appointed superintendent of 


Dr. Glidden L. Brooks resigned March 
31 as executive director of Central Maine 
General Hospial, Lewiston, Me., to be 
come associate director on the staff of the 
Improvement of Child Health Commit 
Academy of Pediat 


will also hold a 


tee of the American 


He 


tion mn 


rics. teaching posi 


pediatrics at the University of 


Pennsylvania 


Dr. Jacob Horowitz has been appointed 
charge of the Beth 
Moses Division ol the Maimonides Hos 
Brooklyn, N.Y. A graduate of 
administration course at 
ersity, Dr. Horowitz was 
issistant director of the 


Maimonides 


issociate director in 
mital of 
tne hospital 

Columbia Uni 
formerly Israel 


Zion Division of 
Harry Marko- 


witz, who started 
to work at Mount 
Sinai Hospital of 
New York as a 
part-time 


twenty-two 


Harry Markowitz 
Mr. Marko 


] 


ronmedica 


ramed an assistant 


iirector of the institution 


witz is the second man in 


hospital's ninety-six vears to attain 


assistant dire 


the 


the rank of tor 


last ten years 


George H. Buck, for the 
superintendent of Mercer Hospital, 
ton, N.J., has been 


ot hospital administr wion at the Univer 


Tren 
ippointed professor 
ind director 


sity of Marvland, Baltimore, 


of University Hospital 


Mark Berke has been promoted from 
idm nistrative assistant to assistant direc 
tor of Mount Sinai Hospital, ¢ 


the 


‘] 


evel ind, 


1° ] 
under hospita § new organizaticnal 


lan. 

Dr. William B. Talbot has resigned as 
irector of New York Post-Graduate 
Mediu i in | Hos; tal New York 


Couity 


| 
School 
7.) 


Cont nued on Page | 
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7-TUBOCURARINE CHLORIDE SOLUTION - CUTTER 


Curarve—Chem roall, Y Prive 
hecewrvalelr Y Vandardived b Y Di etgh VA 
C SA C C 


d-Tubocurarine Chloride Solution-Cutter More Definite Physiological Response—Chemical purity in- 
is prepared from the crystalline alkaloid creases predictability, narrows interpretation to a single 
of the highest available chemical purity variable — individual response to the pure drug. 
—specifications exceed the rigid re- Maximum Pentothal-Curare Compatibility 

quirements for chloroform ex- 





Chemical purity increases the ratio of 


tractable residue accepted by pentothal-curare compatibility to max- 


the Council on Pharmacy imum limits without precipitation, 
allowing greater flexibility in 


the management of the 


and Chemistry of the 
American Medical 


Association. dosage proportions. 


G-TUBOCURARINE CHLORIDE SOLUTION STANDARDS FOR CHLOROFORM EXTRACTABLE RESIDUE 


Council Requirements: “residue not to exceed 3.0%” |97% 





Cutter Specifications: “residue not to exceed 0.3%" 199.7% St 





Derived from botanically authenticated curare plants, Chondodendron tomentosum, 
d-TUBOCURARINE CHLORIDE SOLUTION-CUTTER is pure by chemical 
analysis, standardized by weight and contains 20 units (3.0 mgm.) per cc. of the 


erystalline pentahydrate in sterile isotonic solution with 0.5% Chlorobutanol 


asco" | CUTTER 
/-TWROCURARINE CHLORIDE SOLUTION -[essteser-crreen 
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Volunteer Forum 


Conducted by Raymond P. Sloan 


THE THINGS THOSE VOLUNTEERS DO! 


A steady stream of volunteers at Emerson Hospital 
does everything from making floral arrangements for 


the entrance to clearing underbrush on the grounds— 
and it all adds up to friendliness and good will 


those who comment on 


O ALI 
the friendly atmosphere of Emer 
Mass., there 


There could be 


son ( oncord 


He spital 


is but one reply no 


not for the 


Suc 
hundreds of people who daily by small 
the 


atmosphere were it 


acts contribute to the welfare of 


patients and personnel. Their friend 
liness is absorbed by the nurses and 


who in turn 


And the patients, 


' 
other workers, give it 


back to the patients 


strangely enough the 


are quite often 
volunteers Th 


themselves I enthusi 


sm of its corps of volunteers, in other 


words, permeates the small building 
emanates to all corners of the 


tv it serves 


e moment one ente 


floor and glimpses the 


floral arrangement on the table 
here by members of the Gardet 
} 


the end s stay, there 


be a never ending stream 
inteers performing all types of task 
Emerson's most 


Red Cross n 1 
ing the war, comes every Monday to 


One ot 


workers irse § aide ur 


ELMINA 


Administrator, Emerson 


lo records for the obstetrical depart- 
She gets the data for the birth 
takes 
keeps up the delivery room book and 
tasks And 


is she that everyone looks 


ment 


certificates personal _ histories, 


oes many other clerical 
so cheerful 
forward to her coming 

Other volunteers come regularly on 
supply d weekly 
supplies and enter them in 
books. Others come 


and 


ay to give out the 


the per 


inventory 


pete il 
n on the housekeeper’s day off 


put the linen away: another group 


month to do. the 


In once 


linen inventory. Still another com 


mittee takes bundles of linen to be 


mended to church groups and to other 


people interested in doing something 
for the hospital in their homes 


lay i WeeK 


Three 


volunteer assists the 


Proof of the 
activity of the 
volunteers is this 
impressive array 
of canned goods, 
fresh fruits and 
vegetables that 
were received on 
last Harvest Day. 


L. SNOW 
Hospital, Concord, Mass 


girls in the operating room in mak- 
ing supplies. 

Last summer the hospital's harvest 
committee was unusually active. Large 
quantities of summer vegetables were 
received and on Harvest Day, Octo- 
ber 20, the collection was the largest 
in the history of the hospital. Most 
gratifying was the part played by the 
community 


young people in the 
Brownies and Girl Scouts did a major 
part of the collecting 

These groups of young people also 
make attractive favors for the patients 
trays for the important holidays. The 
administration that getting the 
youth of the community interested in 
our hospitals will solve many public 
relations problems in the future. With 
summer 


feels 


this thought in mind, each 
interested senior high school students 
course for 


dre given an orientation 


volunteer work on the wards 


With a nucleus of books given in 
memory of a well known author, the 
hospital library has grown to the point 
that its shelves are overflowing. In 
terested citizens keep contributing 
books of interest to patients and per 
sonnel. This, volunteer 
project, and two days a week the book 


the floors 


Too, 1s a 
cart is wheeled around to 
ind the patients are helped to make 
t selection 

Not all the Emerson 
work in the hospital, either. Another 
group plans the Christmas party for 


volunteers 


the personnel, which each year is an 


outstanding success. Summer picnics 
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FOR 
| HIGHER BLOOD LEVELS 


With Bi-Pen, the advantages of rapidly absorbed soluble 
crystalline penicillin and slowly absorbed procaine peni- 
cillin are realized in a single preparation. 

Containing 100,000 units of buffered crystalline potas- 
sium penicillin G and 300,000 units of crystalline pro- 
caine penicillin G per dose, Bi-Pen quickly produces 
high initial plasma levels. Thereafter, high therapeutic 
blood levels are maintained in virtually all patients at 
bed rest for at least a 24-hour period following intra- 
muscular injection. Hence a single 1 cc. (400,000 units) 


dose daily is adequate for the treatment of most penicillin- 
3i-Pen is available through ; pharmacies 
| responsive infections. In overwhelming infection, 800,000 


the following package sizes 1) a com- 


bination package containing a single dose units may be given daily. Injection is practically pain- 
ee in a rubber-stoppered . less, and local nodulation rarely occurs 
and a 1 cc. size ampul of sterile distilled 
water 2?) a package containing I 

dose vials (water not supplied); a multi months at room temperature \fter being mixed with 
ple dose rubber-stoppered vial containing 


In its dry state as supplied, Bi-Pen is stable for 12 


sterile water for injection, it may be kept in a refrigerator 


2,000,000 units or 5 doses of 400,000 units 


each (water not supplied). for seven days without significant loss ol potency. 


CRYSTALLINE PROCAINE PENICILLIN G AND 
BUFFERED CRYSTALLINE PENICILLIN G POTASSIUM 


Cio Ag ueout Yugection 
CSC: Ffhaunaceulicats 


A DIVISION OF COMMERCIAL SOLVENTS CORPORATION «~ 17 EAST 42ND STREET, NEW YORK 17, NEW YORK 
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parties are also organized 
+} Sane 
hese volunteers 
National Hospital Day 
lways quit 
dministrator, is another 


which 1s 


he volunteers at Emerson 


ar they meet with the 
} | } 
ind work on the 
ushers 
\ lovely 
throug! 


floral 


the hospital and nurses 


arrangements 
home com 
with those seen the 


er shows 


SALE NETS $1200 
An annual r 


he benefit of the 


sale, held for 


hospital eacl 


immage 
spring 
which everyone saves her 


S| more. The 


Two 
cimately 
Id 


b Nang 


yrofessional 


Left: The people 
of Concord have 
a right to be 
pleased with the 
appearance of 
the hospital 
grounds because 
they helped clear 
and beautify 
them. Right: In- 
structions given 
volunteers as they 
entered the hos- 
pital parking area. 


early if they do not have enough to 


lo. They like to feel they are needed. 

Nor does volunteer work start and 
nd with the women. Proof of what 
he men can do is evidenced by the 
response to the accompanying request 


which was inserted in the local paper 








WANTED 


10 or More Men 

fire hazard will very soon exist in the 

Emerson Hospital in Concord Thi 
t h ec 


nd declared a ¢ 
expecially when the 
NOW. If 100 or more 
essential job can be 
ning will be under 
re Department 
who can, give a few 
April ith, from 2:00 
Bring saws, axes and 
slso needed 
| be served by the 


b ne. th i 
, eth inda 


Please Help 


rain or shine 











Sunday came, raw, cold and not tox 


But 


} 


were on han 1, 


a hundred or more men 


sunny 
ready to do a job. Never 
group 


all descriptions and ages 


vas there a more enthusiastic 
f males of 
ig lads from a near-by prepara 
ry school with their headmaster, the 
local 
geons 
still 
Some came with jeeps for hauling 
and all 
hooks 


mong the choppers were board mem 


truckers, the town’s tree sur 


another man with a tractor, and 


another with an electric saw 


iy the bushes came with 


and brush Conspicuous 


bers. the local clergy 
ot the 


ments, and 


re prese ntatives 


local police and fire depart 


of course, every small boy 


who could persuade his father to 


bring him 


The air seemed charged with ex 


itement as everyone got to work 


Emerson He spital 


FIRE PREVENTION DAY 


INSTRUC TIONS 


Much 
would normally be expected because 
of the efficient planning which in- 
cluded a set of instructions given each 
man as he entered the parking area 
it the hospital 

At 3:30 
manned by 


more was accomplished than 


Pp m a station wagon 


hospital aide workers 
urived with large cans of hot coffee 
and plenty of doughnuts. These dis- 
appeared quickly and, once revived, 


the men went back to work again 


BUT THEY CAME BACK 


So enthusiastic were they over cut 


ting away bushes that there was not 


time to pile them for burning. Hos 
pital authorities were slightly worried, 
realizing there was little chance of 
a large group together 


getting such 


lay afternoon 


inother Sunc with the 
necessary enthusiasm to finish the job. 
stamina of 


The 


spirit that dominated the farmers who 


They underestimated the 


the Concord citizenry, however. 


fought the famous battle on a near-by 
bridge many years ago still prevails 
On the atrernoon 
appeared sixty men who proceeded to 


following Sunday 


finish the job 

Hospital authorities estimate that 
the cost of this work would have been 
well thousand dollars, a sum 


that might never have been realized 


over a 
in such times as these when there are 
so many urgent demands. Today, citi 
more than 
Didn't they 


help clear its grounds last spring? 


zens of the Community are 
proud of their hospital 


In Emerson, as in all hospitals, there 


are many services a volunteer can 


render. Listing these specific duties, 
finding the right workers, and getting 
as many people as possible interested 
in the hospital is one of the best ways 


to achieve good public relations 
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Now Being Intensively Promoted to Doctors and Dentists Everywhere: 


Renettes 


A New and Different dosage form 
for Intraoral Penicillin Therapy 


Pleasant Here is Crystalline Penicillin G in a pure chicle chewing base, 
as pleasant to use as the popular chewing gum confections. Peppermint- 
flavored —entirely free from any penicillin taste or odor—this new 
dosage form will be welcomed by doctors and dentists for intraoral 


penicillin therapy in patients of all ages. 


Effective Each Bristol Pexette contains 10,000 units of Crystalline 
Potassium Penicillin G. One PENeTTE, slowly chewed, will maintain a 
therapeutic concentration of penicillin in the saliva considerably longer 
than the usual one-half hour chewing period; a total of 4 to 6 PENETTES 
per day, combined with other measures as indicated, will normally arrest 
intraoral infections due to Vincent's organisms within 24 to 48 hours. 


How Supplied Ptxvrtes are packaged in convenient purse or pocket- 
sized vials of 10, one dozen vials per carton. They are immediately 


available from your usual source of supply 





Be prepared for your doctors’ and dentists pre scriptions, because this 
new, exclusive penicillin dosage form is NOW receiving intensive pro- 
motion by Bristol representatives, direct mail, and generous sampling. 


Stock up today. 


Penettes 


Bristol Laboratories’ Trademark for 
Penicillin Chewing Troches in a Pure Chicle Base 


Bristol 
SYRACL SE car nee 


, 





25 West 15th St., New York 11, N.Y. 549-559 East Illinois St., Chicago 11, Il. 
66 Mangum St., N.W., Atlanta 3, Ga. BRANCH WAREHOUSES and ORDER DEPOTS 63. F.om st., San Francisco ?, Calif. 
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Medicine and Pharmacy 


The Surgical Committee 


contributes 


to harmony 


and better care for patients 


FRED T. KOLOUCH, M.D. 


Twin Falls Clinic 


HE surgical committee of the 
University of Minnesota Hospitals 
ission group of individuals 


f the 


iS t disc 


representing all strata « hospital 


surgical society concerned with the 


immediate ci of surgical patients 
Its purpe se is tO Investigate the 
of any ractics litticult 
tered in the execution of 

in the hospital and then to 


Care Impart 


its Observations and conclusions 
idministrators of 


the department 


War 


mat 


Tie 
ul 


reons 


employes 
ng the problems involved, surge 


fretting bec 


Twin Falls, Idaho 


leaving the hospital exasperated by 


the impossibility of their tasks 


In July 1945, Katherine 
director of nursing, and Dr. Owen H 
Wangensteen, director of 


mutually and 


sagaciously concluded 
that a possible alleviation of many of 
the difficule inter-departmental situa- 
tions might result from discussions of 
the problems by some type of com 
mittee of surgeons and nurses who 
concerned with the care 


The 


were actively 


of surgical patients then sur- 


gical resident and surgical nursing 


were delegated to organize 
the activities of this com 


mittee 


THE ORGANIZATION 
Representatives of all of the divi 
sions of the medical and nursing per 
sonnel concerned with the immediate 
care of surgical patients were selected 
to be members of the surgical com- 


This included 


resident 


MittE€ the senior sur 


gical surgical fellow, a 


intern, a medical student from 


Irwical 


surgical service, the surgical nurs 


ing supervisor, the operating room 


supervisor, assistant surgical nursing 


supervisor, the several surgical ward 


supervisors floor nurse, a treatment 


I 


room nurse student nurse, a nurses 


ide and hen available, an orderly 


METHOD OF FUNCTION 
The group met at biweekly inter 


vals. At the initial meeting the pur 


| 


pose of the was defined 


I 
Special emphasis was laid upon one 


commiuttec 


functional motive, the improvement 


n the care of surgical patients. Per 


sonal grievances of the staff were pur 


Denstord, 


surgery, 


posely to be overlooked in order to 


obviate the development of fort 
nightly gripe session 

A chairman and secretary were 
elected who lent direction to the meet- 
The tran 


and 


Ings proceedings were 


scribed then forwarded to the 


superintendent of the hospital and the 
directors of nursing and surgery for 
their utilization 


The 


democratic 


meetings were a paradise of 


endeavor, all members of 


the group having equal rights of ex- 


pression concerning their respective 


interests in the care of the surgical 


patients. In this fashion, pertinent 


criticisms and valuable suggestions 


were forthcoming from all members 
of the committee. A_ broad cross- 
secuonal point ot view on the situa 
This 


rational 


under discussion resulted 
led to an 


solution of the problem being con 


tions 
usually unbiased 
sidered 

Topics for discussion were intro 
duced by all members of the group 
Members were assigned to investigate 
the circumstances surrounding particu- 
lar problems in order to lend objec- 
tivity to future discussions. Individ 
uals from other hospital departments, 
for example, the pharmacy, the central 
supply, the laboratories, the other 
clinical departments, and housekeep- 
ing, were invited to attend committee 
meetings when they were thought to 
be involved in any of the situations 
under scrutiny 


Numerous minor organizational 


changes were effected by the commit 
tee itself. The major problems in 


volving the hospital equipment, 


physical plant, and other hospital de 
brought before the 


partments were 


hospital administration for its con 


sideration 


RESULT OF COMMITTEE ACTIVITIES 


The surgical committee made three 
contributions to 
( l ) 


proved doctor-nurse rapport; (2) by 


principal beneficial 


the hospital organization im- 
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needle block- 


llin 


In powder form 
ind without diluent 


dry; 
,O00L000) units 
AND MANUFACTUR 


and 


no Wax 


stable for 21 days under re- 
u 


frigeration, or a week at room temperature, with 
00.000 


ho oil 
300.000 units with 
By 


vials of 


vials of 


NICILLIN RESEARG 


YO 


minimal pain 


adry powder for the preparationof an aqueous suspen ston 
PE 


svringe and needle easily cleaned. 


Crystici 


no significant loss of potency 
syringe and needle need not be 
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easily suspended 
stable for a year 
age minimized. 

> multiple-dose 


> single-dose 
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IN 


aqueous > prolonged therapeutic blood levels 
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aqueous 
aqueous 
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Essential Ally of the Profession for 


Prevention . .. Diagnosis... Therapy 


1 vlad m tothe many lodine spe 


cit he following Iodine prep 
i s, otheta n United States 
rl wopoeia NITE and National 
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iv pract 





U.S.P. XU 
M |ODOBEHENATE 
HINIOFON 
DILUTED HYDRIODIC ACID 
HYDRIODIC ACID SYRUP 
)DINE 
STRONG IODINE SOLUTION 
1ODINE TINCTURE 
lODIZED OIL 
ODOPHTHALEIN SODIUM 
JDOPYRACET INJECTION 
POTASSIUM IODIDE 
{ )DIDE 





N.F. VUll 
AMMONIUM 


FERRO 








An Antiseptic of Choice 
1ODINE TINCTURE 
u.s.P. Xill (2%) 
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IODINE 
EDUCATIONAL 
BUREAU, Inc. 


120 BROADWAY, NEW YORK 5,N.Y 
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means of minor organizational changes 
conserved available nursing time and 
thereby improved the general care of 
the surgical patients; (3) served as 
a valuable source of information for 
the hospital administration concerning 
the basis of minor and major difficul- 
ties encountered in the care of surgical 
patients 

Rapport on the surgical service im- 
when doctors and 
ignorant they 


proved markedly 
nurses realized how 
were of one another's problems. The 
ramifications encountered in the solu- 
tion of even minor ward difficulties 
were impressive. Both doctors and 
nurses had an opportunity to discuss 
their own positions in the irritating 
situations on the wards which former- 
ly had stimulated pent up wrath which 
had evidenced itself in short tempers 
and in unjustifiable criticism of one 
another. A mutual appreciation of 
one another's motives in controver- 
sial ward situations practically elim- 
inated the personnel friction. 

The following is an example of the 
improvement of patient care by means 
of minor organizational changes in- 
volving the activities of both the doc- 
tors and nurses on the surgical wards. 

At the initial meeting, a query by 
one of the doctors (senior surgical 
resident) concerning the incomplete 
ness of the execution of his orders by 
the surgical nurses was answered by 
the nursing supervisor as follows: On 
the particular station involved, a time 
study indicated that the nursing per 
sonnel available could only carry out 
the treatment and medications orders 
since these required 89 of the 89.1 
nursing time which were 
The results showed that if 


hours of 
available 
all treatments were carried out there 
would be no time for baths, cares, tak 
ing of temperatures, preoperative and 
postoperative care, answering tele- 
phones, indexing orders. In discuss 
ing the medications orders with the 
floor nurses, it was found that, in the 
main, complex vitamin orders and a 
dosages and 


variety of penicillin 


accounted for the major 


schedules 
share of the time involved. A time 
consuming complex medications re 
cording system Was discussed by a 
ward supervisor. The time used and 
interruptions of the nurses activities 
necessitated by frequent answering of 
the ward telephone were also men 
tioned 

The simplicity of the solution of 
this previously exasperating situation 


was gratifying to all of the committee 


members. Agreement by the doctors 
on the standardization of vitamin and 
penicillin orders, the simplification of 
the record system, and the employ 
ment of a ward secretary easily re 
leased many precious hours of nursing 
time which were then applied to the 
improvement of the general care of 
the surgical patients 

One of the surgical wards (Num- 
ber 21) had become a particular area 
of confusion in the hospital. Patient 
care was suboptimal because of numer 
ous exasperating dilemmas confront 


Many 


ineffectual attempts had been made 


ing both doctors and nurses 


by the executive level of the hospital 
to improve this situation. It was 
finally suggested by the directors of 
surgery and nursing that the commit- 
tee analyze the problem and make 
its recommendations for improve- 
ment of the general situation. 

The committee's analysis of the 
basis of the disconcerting situation of 
surgical station Number 21 is listed 
incompletely and briefly, as follows 
inadequate kitchen space; insufficient 
service 


storage inadequate 


room; insufficient medical supplies and 


space 


equipment; insufficient drugs; uneven 
scheduling of operations; too many 
(eight) surgical services represented 
on station; inconsideration by the doc 
tors regarding rounds and orders, and 
ward incompetent nursing 


staff with virtual exploitation of stu 


routines; 
dent nurses; inadequate aide and 


SETVICE; house 


orderly inadequate 
keeping service 

In spite of the alarming conditions 
on Station Number 21, considerable 
improvement in the over-all picture 
was effected by dividing the station 
into two wards. This entailed a par 


tial duplication of ward personnel 


graduate nurses and aides , an in- 


crease in the ward equipment, the 


sacrifice of a two-bed ward for the 
treatment 


development of another 


room, and the assignment of four sur 


gical services to each of the wards. 


The entire surgical staff was admon 


ished to cooperate better in regard 


to adaptation to established ward 


routines These changes served to 


improve both patient care and the 

tempers of the doctors and nurses 
Over a period of time the surgical 

unearthed the bases of 


administrative dif- 


committee 
countless hospital 
ficulties which had arisen owing to 
the imposition of both an increased 
surgical load and complex preopera 


tive, Operative and postoperative sur- 
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Purke, Davis ¢ Ce mipany 


ARE PLEASED TO RECORD THE ACHIEVEMENTS LEADING 
TO THE DEVELOPMENT OF 


CHLOROMYCETIN 


CHLORAMPHENICOL, PARKE-DAVIS) 
CHLOROMYCETIN IS A PURE CRYSTALLINE SUBSTANCE 
HAVING SPECIFIC ANTIBIOTIC ACTIVITY EFFECTIVE AGAINST 
AN IMPRESSIVE ARRAY OF MICRO-ORGANISMS 


In the history of CHLOROMYCETIN, chance has played little part. Starting from past 
knowledge of antibiotic activity in soil organisms, thousands of soil samples were 
collected throughout the world, cultured, and screened for antibiotic properties, Det- 
inite activity was found in cultures of Streptomyces venezuclac, an organism named 
for its place of origin. T he active antibiotic was then isolated in pure form. Its chem- 
ical configuration was determined and reproduced by synthesis. CHLOROMYCETIN 
is therefore the first antibiotic for therapeutic use that can be produced in quantities 


by both natural and chemical methods. 
rome f6¢ CHLOROMYCETIN, 4e 


UNDULARNT FEVER 


BACTLLARY URINARY INFECTIONS 





PRIMARY ATYPICAL PNEUMONIA 
PYVPHOID FEVER 
rYPHUS FEVER 

PHUS 


ROCKY MOUNTAIN SPOTTED FEVER 


CHLOROMYCETIN can be administered efficiently by the oral route, vielding effective blood 


levels. It is supplied in Kapseals of 0.25 Gm 


Des« riptive literature u ill be mailed on re que st. 
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s 
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ya 


PARKE. DAVIS & COMPANY ae ‘2 DETROEPT 32. MICHIGAN 
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gical technics upon an inadequate 
hospital facility 

It is not within the scope of this 
presentation to discuss or even list 
in detail the numerous minute and 
gross items of hospital disorganization 
elucidated by this discussion group 
Inadequacies and deficiencies attribut 
able to the following segments of the 
hospital setup were investigated and 


liscussed general physical facil 


ities and equipment, (2) the doctors 
e nurses, aides and orderlies 
the hospital 


al supply, (6) phar 


_ oe 


Ewe 


& ie 
¥ 


> . 
Yy~ — 
Replacing tedious 


instrument scrubbing 


NOW... CLEANSE 


macy, ( housekeeping. Only a few 
representative examples of the prob 
lems unearthed under each category 
ire listed below 
General physical facilities and equip 

ment 
l veneral shortage on a 
( I horta; ll 


wards and in operating rooms was 


space 


recognized 
? Need for 
equipment and drugs in ward treat 


y standardization of 
ment rooms Was brought out 

3. Possibilities of development of 
immediate postoperative recovery ward 


were reviewed 


10 minute immersion 
in Edisonite 
Strips away stains 


SURGICAL INSTRUMENTS 


WITHOUT SCRUBBING 


MANY NURSE-HOURS per week are being saved in hospitals where time- 
consuming instrument scrubbing has been replaced by the new method 
with Edisonite Surgical Cleanser. However many or long-dried the in- 
struments, whether metal, glass or rubber, all come spotlessly clean and 


film-free after a 
“chemical fingers.” 


10- to 20-minute immersion in Edisonite’s probing 


THE EDISONITE FORMULA cleanses swiftly, thoroughly, without mechanical 
effort, by the detergent action of two modern chericals—Sodium Hexa 
Meta Phosphate* and Sodium Laury! Sulphate. Sodium Hexa Meta Phos- 
phate combines with proteins to form a non-ionized soluble compound, 
thus hastening the disposal of blood and tissue. Sodium Lauryl Sulphate 
causes lowering of tension at the surface of foreign materials, rapidly dis- 
persing blood, oil, fats and tissues into the solution. Instruments are ready 
for the sterilizer immediately after rinsing— without inspection. 


HARMLESS to instruments and to hands. Aids in maintaining bright metal 
finish. Protects hands from soap dermatitis 


um Hexa Meta Phosphate 


EDISON CHEMICAL COMPANY 30 w. wasHINGTON ST., CHICAGO 


YOUR TRIAL SUPPLY !S READY! 


Edisonite 


EDISON CHEMICAL COMPANY 
30 WEST WASHINGTON ST., CHICAGO 


4. Standardized dressing cart was 
developed for wards 

5. Loss and misplacement of instru 
ments were discussed 

6. The need for ward examining 
rooms was emphasized 
The Doctors 

|. The treatments ordered were not 
being executed by nurses 

2. Needlessly complicated medica 
trons orders were discussed 

3. Duplicated preoperative and post 
operative order routines were de 
veloped 

1. Duplicated instruction routines 
tor special nurses were developed 

5. Printed 


postoperative activity, diet and signs 


instructions concerning 


of complications were developed for 
convalescent surgical patients 

6. Negligence of doctors in timing, 
dating and signing orders was em 
phasized 

Surgical ward rounds’ were 

standardized to adapt to nursing rou- 
tine of wards 
Nursing, Aides and Orderltes 

|. Weekly 


of student nurses by surgeons on each 


rounds for orientation 


surgical station were established 


) 


Improved technic for postopera 
tive weighing of patients was de 
veloped 

3. Complicated nature of nurses 
charting duties was discussed 

i. Preoperative tub baths for sur- 
gical patients were established as rou- 
tine 

5. Better cooperation between op- 
erating rooms and. floors in calling 
new special nurses for postoperative 
cases was established 


6 A 


shortage 


discussion of the nursing 
and methods of combating 
it occurred 
Routine preoperative preparation 

of skin in field of operations was es 
tablished 
Hospital Administration 

|. The obtaining of operative per 
mits by the admission officer was es 
tablished 

2. A need for well trained order- 
lies and incentives for them were dis 
cussed 

3. The use of part-time fourth year 
nursing students (on campus in op 
crating rooms Was discussed 

i. Reduction of telephone calls to 


wards by better briefing of telephone 


Please send me, without charge, your generous Trial Supply of Operators Was effected 


Cleanser. I am a (¥)—Administrator Transportation center for wheel- 


Hdisonite Surgica 


Supervisor 


Chemical 
Fingers a , ‘ “. and stretchers was needed 


1ddre 


rer Surgica 
The need for smoking areas in 


he spital Was disc ussed 
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WHY A FIBRIN 


AMINOSOI with Dextrose 5° was developed as a protein hydrolysate 
after much research work on different source materials. Numerous nutrition 
experiments pointed to the unique role of fibrinogen as a normal constituent 
of the body. A recent clinical investigation! indicates that peptides in a 
protein hydrolysate derived from fibrin as a source material are retained 
for use by the body to a very satisfactory extent 


Fibrin was selected as the source for AmMinosoL because of its complete- 


ness as a food protein. The result is a hydrolysate which, after stringent 


stability. AMINOSOL is assayed for the absence of anaphylactic properties by 


a very rigid procedure, and is safeguarded from pyrogens by exacting tests. 
The practical absence of sodium ion recommends Aminosoi for use in 
cardiac and renal conditions where a salt-free diet is indicated 

AMINOSOL is supplied in 500-cc. and 1000-cc. Abbott Intravenous Solu- 
tion Containers, ready to use. Obtain added safety and convenience in 
administration by using the sterile, disposable Venopak* equipment. 
ABBOTT LABORATORIES, NORTH CHICAGO, ILLINOIS, 
* Trade Mark for Abbott's completely disposable venocl unit 


Bs animal and human use, has been shown to have high biological value and 


® 
AMINOSOL 5% WITH DEXTROSE 5 
Abbott’s Modified Fibrin Hvdrol 


Christensen, H. N., Lynch, E. L., Decker, D. G., and Powers, J. H. (1947), The Conjugated, Non-Protein, Amino Acids of Plasma 


V. A Difference in the Utilization of tie 4 drolysates of Fibrin and Casein, J. Clin. invest. 26.849, September 
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1. There was a consensus that the 
most vital problem confronting the 
hospital organization was the need for 
an adequate, properly located, well or 
ganized central surgical supply depart 
ment 
Central supply was found to be 
unable to fill ward requisitions 
3. Traffic difficulry between wards 
and central surgical supply was found 


orderly 


owing to (1 shortage, 


to be 
and 
i. The 


found to be inadequate 


poor location 


labeling of supplies was 


How 


B-D NEEDLES 
assure 


SAFETY 


yids a keen pout 


ar d inte! 


ely fine cor 
nd_ flexibility ecl tubing 


5. Syringe and glass tunnel break 


age was because of improper 
packaging for sterilization 


6. Simplification of the care of the 


great 


sterile supplies was discussed 
Pharmacy and Drugs 

1. Skin 
with the hospital bacteriologist and 


antiseptics were discussed 


pharmacist. One product was to re 
place all other antiseptics because of 
ts effectiveness, cheapness and ease 
of preparation 
Standard ointments for the treat 
ment rooms were decided upon 
3. The ill effects of the drug room's 


S ifety of equipment is 


highly important to efficient 
hypodermic technique That's 
why more physicians insist on 
B-D NEEDLES 

sive B-D research has de- 


i Hyperchr stainless steel, an 
I ise between hard- 
that 


bends safely without 


breaking. Cannul 


Mel} 


curely by pata ici lO 


ration 


proper fit on any B-D syringe tip, 
i 


fort to the patier 


points provides 

ives to achieve relatively painl Ss 
Micrometer-gauged hubs in 

} ind 

ite due 


ung off Of needie during 


ng details afford 


to the operator oo « QICAICH 


Write Dept. 33-D for illustrated 
B-D Needle Standardization Chart. 


Becton, Dickinson & Co. 
RUTHERFORD, N. 3. 


= De of <8) 8) 8/ Oy & 
Made for Ta Profession 
Since 1897 


being closed at night were discussed. 

i. The standardization of treatment 
room solutions and drugs was devel 
oped 

5. The inadequate ward parenteral 
fluid supply was discussed 

6. The 
venous vitamins was established 


standardization of intra 


Housekeeping 

1. The general inadequacy of jani 
torial service was explained to the 
committee by the housekeeping di 
The 
tive to labor 
?, An oil emulsion was suggested 


rector wage scale was unattrac- 


for the operating room floors to keep 
down lint 
crowded halls were 


lack of 


3. Generally 


found to be due to storage 
space 

i. A new method of disinfection of 
floors was undertaken 

The modern complexities of surgery 
have developed rapidly with little ob- 
jective thought being directed by the 
surgeons toward the impact of their 
technics on the hospital organization, 
facilities. Likewise, 


personnel and 


hospital administration and nursing 
are only slowly adjusting to the new 
needs of surgery 

The problem involved is one of 
hospital sociology and I believe can 
frank revelation of 
Only 
the executive level of the hospital or 
nature 


only be solved by 


the difficulties at hand when 


Zanization 1s cognizant ot the 


of the manifold ramifications of the 


interminable problems involved in 
current surgical care of patients, can 


situa- 


effective improvements in the 


tion be introduced 


T he 


mittee as a 


function of the surgery com 


means for discussion of 
problems and expression of construc 


tive ideas by a large group of un 


personnel con 


immediate care of the 


represented hospital 
cerned with the 
surgical patients has been its greatest 


contribution to the these 


This has created in the med 


welfare of 


patients 


and 


ical nursing statts a sense of ac 
tive participation in the surgical serv 
ice with the development of effective 
rapport. An esprit de corps has de 
veloped which increasingly simplifies 
the solution of mutual problems 

our 


A Surgical Utopia could be 


goal. It cannot be accomplished with 
out knowledge of the factors blocking 
The frank 


a committee of 


its evolution recognition 
this 


forward 


of our defects by 


type can ensure continued 
progress in the practical aspects of the 


hospital care of surgical patients 
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——— De. of CORAMINE 


for 
emergency 


treatment 


of shock /\ 
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“The intravenous use of Coramine in adequate 
doses from 5 to 10 cc. is a valuable adjunct in the 
treatment of the immediate period of shock. The 
clinical evidence of peripheral collapse rapidly 
regresses for a period of an hour or more. The 
effect can be repeated by a second intravenous 
administration. . . . Peripheral circulatory sup 
port is obtained during the immediate period 
when fatalities occur. Its use should permit sur- 
vival until such time when serum and other 
useful therapeutic procedure can be instituted.”? 
From 20 to 30 cc. may be given safely 
within a period of 30 minutes. 


Gunther, Lt.-Com. Lewis: U. §. Naval Med. Bull., 
41: 2, 1943 


CoraMINE: Ampuls of § cc. in cartons of 3 and 12. 


C a PHARMACEUTICAL PRODUCTS, INC., SUMMIT, NEW JERSEY 
E 


CORAMINE (brand of nikethamide )—T. M. Reg. U. S. Pat. Off. 





By saving work and worry 


DRUG STANDARDS SAVE MONEY 


standards ensure care 


RUG 


while they reduce costs and make 


work easier for the nurses and ad 


ministration. A drug standard is a 
model to guide doctors in 


Zz using a 


Thus, if a hospital makes 


digitoxin the standard, doctors will be 


certain drug 


isked to use that in preference to 


other digitalis glucosides. Instead of 
US.P., 


digitoxin, digalen 


stocking digitalis digitoline, 


ligifortis, digitalin, 
neces 


ind tincture of digitalis, it is 


1 
to buy only digitoxin (and cedi 


L.V. use This 


following dis 


Sary 


lanid for allows the 
hospital to avoid the 
idvantages of a large inventory 


In a depression inventories lose 


the hospital has to charge less 


lrugs than was paid for them 


When drugs go out of 


vogue the 


Inventory noney that 
the hospital By 
inventories, stand 


rs. They 


S money Save 


HOW THEY WORK 
Here 


tients of 
pl irmaci Iminist! 


conference 


treatment 


The conteret 


BERNARD KROHN, M.D. 
Director 
Central Hospital 
Detroit 


not just the best treatment that one 


doctor knows 
Ac first thought this may seem 
} 


reyiment doctors so 


to 


that they 
Actually, drug 


A stand 


cannot 


try out new drugs 


standardization aids research 


ing committee on new drugs can be 


set up. Occasionally this group can 


recommend that doctors use a cer 


tain new drug in certain cases under 
The 


can 


lefinite conditions doctor in 


charge of the research then cor 
relate the findings from a large series 


This 


new drugs 


of similar cases is the scientific 


way to test 


Research methods are so specialized 
today that few clinicians are adept at 


them. How many clinical doctors even 


know the = mathematical formulas 


needed to eliminate the influence of 


When 


central 


chance clinicians experiment 


without direction, they cause 


extra work and expense for the hos 


pital and they rarely reach reliable 


conclusions. When doctors experiment 

in harmony, better standards result 
Using standards lightens the nurses 
With 


they become more familiar with them 


fewer drugs to handle 


Nurses work faster and with less effort 


when they are sure of what they are 


j 


loing. These benefits can be in 


of standard doses 
j 


standard 


creased by the use 


s well as drugs. For ex 


imple, instead of carrying sodium 


bicarbonate in both 5 and 10 grain 


in only the 10 
j 


allows doctors to 


tablets, carry it 
This 


the drug in 


grain 
S1Z€ order 
terms of tablets rather 


grams 


in terms of grains or 


loctors can order “sodium bi 


The 


carbonate, 3 instead of “so 


This 


nurses tO 


tablets 


lium bicarbonate, 30 


grains 


makes it unnecessary for do 


mental arithmetic. It permits of dele 


the 


Hos 


gating dr administration to 
j 


lesser trained nursing auxiliaries 


pitals are using practical nurses and 


nurse's aides in rapidly increasing 
numbers. We must simplify and stand- 
ardize hospital tasks so that these aux 
iliaries can do them reliably 

Dose benefit 


macy and purchasing department, too 


standards the phar- 
They decrease inventory; they reduce 
the work in purchasing, inventory tak 

They 
mistake in 


and dispensing protect 


ing, 
everybody against a 


By saving work they save money 


dos- 
age 

Standards ease the doctor's mind for 
other reasons 

|. They assure the doctor that he 
is giving the best treatment available 
No one an accusing finger 
it him if the patient dies 

2. He the 
carry his orders swiftly 
The skill 


from doing the same few things many 


can point 


knows that nurses will 


out and well 


nurses have the that comes 
times (instead of doing many differ- 
ent things a few times each 

3. When the doctor orders drugs, 
he knows for sure that those drugs 
are in stock 

i. If a lise of drugs and doses ts 
posted in each nursing station, the 
doctor 
dered 


stock 


can be sure that he has or 


1 tablet size that is carried in 


SOME WILL BE OPPOSED 


In spite of the benefits of drug 


standards, some doctors will oppose 


them. They will argue long and loudly 
that the patients will be doomed if 
the hospital does not stock some pet 
The doctor feels that it ts “his 


He fights 


lrug 
drug: he identifies with it 
the 
the drug, but rather to save his pres 
like human _be- 
ings, desire personal recognition. We 
sometimes in- 


not to save patients or tO Save 


tige. Doctors, other 


have found that this 
fluences drug standardizing more than 
the therapeutic values of the drugs 
seek 
in. ways that will help the hospital 
The 


number of 


lo. Doctors should satistaction 


this is Cooperation measure of 


n executive is the peo 


ple whom he can induce to cooperate. 
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urity 
Non-Absorbable Sutures 


for more efficient operating room technic 


Whatever the technic or preference, there is a suitable 
CURITY suture with which the nurse can anticipate any 
command of the surgeon. 

The economy of zyTor*—the original nylon suture—is 
an important advantage. ZYTOR is packaged in 50-yard 
non-sterile dispensing reels. Either in single or multi- 
filament strands. zYTOR sutures may be sterilized repeat- 
edly without significant loss of tensile strength. For all 
types of work calling for non-absorbable material, zyTOR 
sutures may be used with implicit confidence. 

However, when SPEED is the factor, a quick tear of a 
sterile envelope—and the curITy Dermal or Tension suture 
is ready for use. 

Other types and put-ups of curiTy Non-Absorbable 
Sutures are available through your dealer. 


You can rely upon any type of CURITY suture material 
for dependable performance. 





ORDER THROUGH YOUR DEALER 


Curity Suture Laboratory es. U pan. OS REG.U.S. PAT. OFF 


CT. SUTURES 


Division of The Kendall Company, Chicago 16 \ 
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SUTWRGRESEARCH . TO ESTABLISH A FINE BALANCE 4 Steve Catgut he 
ats OF NECESSARY CHARACTERISTICS ¥ — ————/ 
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The administrator's job is to sell the 
loctors on standards 


Realizing that the best treatment 
in the world is still imperfect, several 
months ago we worked out standards 
consider most desirable for 


Ww e have 


with the 


which we 


Central Hospital Detroit 


been particularly pleased 


labor-saving these have achieved. The 
U.S. Bureau of Standards has for years 
heen promoting a standardization pro- 
Al- 


though it met with resistance at first, 


gram in all phases of industry 


the results of following standards have 
pleased everyone concerned 


There are thousands of empty hos- 


Notes and Abstracts 


pital beds in our country. There are 
thousands of people who need hos- 
pitalization but who cannot afford it. 
If rates were reduced enough, there 
would be a cash customer for every 
bed. To first 
reduce costs 


reduce rates we must 


Setting standards is one 
way to do this 


Prepared by the Committee on Pharmacy and Therapeutics 
University of Illinois College of Medicine, Chicago 12 





History, present knowledge and possible medical uses of 


Duran Reynals described 


N 1928 
remarkable which ex 
India 


diffuse 


reaction n 


tracts of restis mixed with ink 


and injected into the skin { 


rapidly over a wide area, in Contrast t 
the discrete localization of control in 
jections of saline-India ink suspensions 


Injected with bacteria, the testis ex 


enhanced and 
Duran Reynals 


the effective agents in these 


tracts spread 


infection designated 
reactions 

as spreading factors compa 

rable spreading tact 1 

bacteria notabdly 

many strep COC 

and in bee and 

spreading fa 

vanisms wit! 

nism for penetration a 
In 1936, Karl Me 

compound — hyaluronic 

vitreous humor 

stre pt COCCI 

charide 

high molecular the. It was found 

to be hydrolyzed by an enzyme present 

reptococci which was lescribed as 

These two pieces of knowledge were 

brought t 


restion of 
spreading 
enzymes 
skin simila 

Nati 
vy 


chemical cl 


104 


HYALURONIDASE 


velongs, are widely distributed in the 


They are present in relatively 


} 
body 
, 
| 


amounts in vitreous humor, syn 


1 ( Wharton's 


luid, umbilic 
trom 


argpe 
il cord 


the intestine which 


they are usually prepared. In 


most other sites, their presence can be 


recognized by more or less specific 


Starning reactions 


Preparations of 
probably consist of a crude mixture of 


mucopolysacc harides 


which the best 


acid 


many components, of 


known are hyaluronic and chon 


{roitin sulfuric acid. By suitable meth 
ods these two compounds can be sep 
1, Hydrolysis of 


glucuronic 


hyaluronic acid 


N-acetyl 


glucosamine in equimolecular propor 


irate 


yields acid and 


tions (Fig. | Hydrolysis of chon- 
droitin sulfuric acid gives glucuronic 
acid, N-acetyl galactosamine and sul- 
furic acid ( Fig. 2 
In hyaluronic acid, it has been pos- 
tulated that the sugar Components are 


linked by 


However 


1 series of glucosidic link- 
Meyer has recently 


ages 


proposed that the repeating unit is 


glucuronido - N - acetylglucosamine, in 


which the latter moiety is polymerized 


by glucosidic linkages. In addition, 


cross anhydride linkages are thought to 


be present. Practically nothing — is 


known about the structural arrange- 


ments in chondroitin sulfuric acid. 


Hyaluronic acid is a high polymer for 


which a molecular weight of several 


HYALURONIC 


-CO.CH, 


N-Acety1-D-Glucosamine 
(Chitosamine) 
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With the mounting demands for 
surgical solutions, whole blood and 
plasma, progressive hospital plan- 
ning considers the economic impor- 
tance of the FLUIDS PRODUC. 
TION SUPPLY—a vital, central- 
ized service embracing facilities for 
processing requirements independ- 


ent of outside sources of supply. 


FENWAL EQUIPMENT 


not only offers unprecedented safety and economy in the preparation, steril- 


ization, storage and administration of Sterile Solutions ...a major part of 
its component elements are actually essential to the blood bank facility 


as well. 


Nationwide hospital experiences substantiate the consistent degree of accu- 
racy and safety attainable by any properly trained attendant . . . far less 
difficult than that of collecting blood and producing plasma. Hospitals, 
large or small, can benefit by this timely installation . . . only negligible 


space is required. 


Heaoouarters ror SCHNTIFIC 

‘ mG (abORATORY 

RESEARCH ape 

PARATUS MEAGEMT CHEMICALS 
ORDER TODAY or write for further information 


MACALASTER BICKNELL COMPANY 


243 Broadway Cambridge 39, Massachusetts 
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INSTRUMENTS OF AUTHENTIC DESIGN 


Order Pilling instruments direct, 
or write for further information to 
GEORGE P. PILLING & SON CO. 
3451 Walnut Street 
Philadelphia 4 


fi Seta 





PILLING FOR PERFECTION in surgical instruments 


million has been suggested; normally it 
yields solutions of high viscosity. Na 
tive hyaluronic acid when mixed with 
protein and then acidified typically 
produces a coagulum, the so-called 
mucin clot 

Histological and Histochemical 
Studies: Mucopolysaccharides are rec 
ognized histologically by the use of 
mucicarmine, and by the peculiar 
metachromatic” reaction in which 
they are stained red with toluidine 
blue or thionin. More specifically, per 
haps, they can be recognized by a reac- 
tion described by McManus and by 
Hotchkiss: by the use of periodic acid, 
the bond between carbon atoms bear- 
the contiguous hydroxyl (or hydroxyl 
and amino) groups in the sugar 
residues {Figs. 1 and 2, a and b} is 
broken and the alcohol groups are 
oxidized to aldehyde. These react with 
fuchsin-sulfurous acid to give red col 
ored addition products which, since 
they still form part of a polymer chain, 
are insoluble and can be seen in tissue 
sections. By this technic the ground 
substance and the basement membranes 
of glands and blood vessels are shown 


to contain mucopolysaccharides 


COMPONENT OF CONNECTIVE TISSUE 


Part of this stained material may 
represent compounds already described, 
and part may consist of compounds 
still uncharacterized, belonging to 
classes of polymerized sugars or to the 
glycoproteins sugar - containing 
proteins. Besides the sites already 
enumerated mucopolysaccharides are 
present in the secretion of mucous 
glands of the respiratory, gastrointes 
tinal and venito-urinary tract, in the 
lermis, in the follicular fluid and zona 
pellucida of the ovary, and in bone 
cartilage, dentine and so forth. They 
are a component of Connective tssuc 
everywhere. As to the function of the 
mucopolysaccharides, they act as a 
lubricant in joint spaces and a trans 
parency in the vitreous body. Else 
where their role is largely conjectural 
although certain implications of their 
presence in connective tissue will be 
considered tater 

Nature of the Enzymes: The spread 
ing factors, mucinases and hyaluroni 
dases may be considered as a class of 
enzymes possessing the ability to split 
the mucopolysaccharides. The action 
can be described as depolymerization 
since it involves a resolution of the 
compounds into progressively smaller 


inits. Depolymerization of these com 


plex molecules may proceed in difter 
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In several investigations it has been demonstrated 
that Zephiran chloride is a fast acting antiseptic. 
It is potent enough to kill hemolytic streptococ- 
cus, staphylococcus, Escherichia coli and other 
pathogens after a few minutes’ exposure. At the 
same time, it is less toxic than mercurials. 

Fast acting, bactericidal Zephiran chloride is 
eminently suited to both office and hospital prac- 
tice where speed of antiseptic action is so im- 


portant. 


For your office and hospital practice, SPECIFY / | 1 € 


Supplied as: Aqueous Solution 1:10C0, bottles of 8 oz. and 1 U. S. hl id 
1:1000, tinted and stainless, bottles of 8 oz. and ° Sree 


S. gallon. Concentrated Aqueous Solution 12.8%, bottles of AN TIS EPTI C 
foz.and 1 U.S. gallon (1 0z.=1 U. S. gallon 1:1000 solution) 
EFFECTIVE - SAFE - ECONOMICAL 


US. & Canada, brand of benzalkonium chloride (refined 


gallon. Tincture 


1U 


WEW YORK 13, W. Y. + WINDSOR, CANADA 
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ind enzymes prepared from 


ent ways 
liverse sources may not necessarily be 
identical in their mode of action. The 
word “hyaluronidase” should therefore 
¢ read and employed with the thought 
1 that it may not represent 

ut a group as diverse 

enzymes. To this 

be adjoined the group 
enzymes 


( lostrid 


collagenases 
ices.) of 1um 
soften muscle and may 
substrate other com 


ind substance These, or 


, 
ymes, may also play a role 


| 


in the normal physiology of connective 
tissue 
Tests for Hyaluronidase 


reactions whereby 


There are 
several hyaluroni 
dase may be recognized; these are used 
as the basis of assay methods for the 
enzyme 

1. The enzyme acts on hyaluronic 
cid to prevent the formation of a 
mucin clot when a mixture of hyalu 
ronic acid with protein is acidified 

i: 2 


with protein under certain conditions 


mixture of hyaluronic acid 


produces a turbid solution, the density 
of which can be estimated in a turbidi 











FLOW CONTROL 
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Precision-engineered, this pressure-reducing 


device assures adequate humidification of oxygen 


in nasal administration. It controls the flow 


from the cylinder — accurately measured and 


indicated by a sensitive gauge. 


Features include: single stage regulator and gas 
atomizer element in standard replaceable humid- 
ifier jar, built-in moisture trap, tube-type leader 
gauge and safety valve. Made of forged brass, 
heavily chrome-plated. 


In oxygen therapy—to be sure, specify Liquid Red 
Diamond Equipment. Write today for special 
descriptive leaflet, “Oxygen Therapy Regulators.” 


Price LM300 (F.0.B. Chicago) . . 


VTeCrerrr errs 


For other types of Oxygen Therapy Regulating Equipment, write for descriptive folder 


MEDICAL 


GAS 


DIVISION 


THE LIQUID CARBONIC CORPORATION 


3110 South Kedzie Avenue 


Chicago 23, Illinois 


Branches in Principal Cities 


In Canada: 
Montreal - 


Toronto - 


WALL CHEMICALS CANADIAN CORPORATION 


Windsor 


meter; hyaluronidase reduces the tur- 
bidity in proportion to the amount of 
enzyme 

3. Hyaluronidase reduces the viscos- 
ity of a solution of hyaluronic acid 


and this reaction, which progresses 
with time, may be read in a viscosi- 
meter 

it. Hyaluronidase decomposes hyalu- 
ronic acid into reducing substances 
which can be identified chemically 

5. Hyaluronidase decapsulates pneu- 
mococcl 

6. Hyaluronidase causes the spread 


ing reaction in skin 


ONE OR MORE TESTS USED 

For comparison of enzyme prepara 
tions of different strengths, possibly 
drawn from different sources, one or 
more of these methods are commonly 
used. That they all do not yield the 
same result is scarcely surprising, since 
they may not all depend on one sim- 
ple underlying reaction. At the pres 
ent time, different preparations of 
hyaluronic acid used by investigators 
ure undoubtedly heterogeneous mix 
tures of different molecular sizes and 
species 

Eventually, by the preparation of a 


tolerably standard hyaluronic acid, 


and by the availability of highly 
purified hyaluronidases from a_ single 
source, the questions of the number of 
enzymes and of their specific effects on 
the substrate should become amenable 
tO attack 

Pharmac y of Hyaluronidase: A 
Hydase, Wyeth ) 


presumably derived from testes is re 


commercial product 
ported to have a low toxicity; to be 


without action on body temperature 


or kidney function, and to be non- 
antigenic 

Hyaluronidase in 
Therapenutics—Fertility: It was sug- 
gested by Rowlands in England that 
the function of hyaluronidase in semen 
actually It appears tO be a secretion 
of the sperm cells themselves) is to 
disperse the cells of the cumulus 
oophorus surrounding the ovum, and 
thereby facilitate ingress of the sperm 
to the egg cell. On the thesis that lack 
of hyaluronidase might be a factor in 
sterility, it was promptly applied to 
cases of human sterility by Leonard and 
Kurzrok with results reported as favor 
able. However, in rabbits, carefully 
controlled experiments by Chang failed 
effect’ of 


fertility 


to confirm the beneficial 
hyaluronidase in 


At least speculations as to the role of 


increasing 


hyaluronidase in sperm and semen 
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BLOOD FOR TRANSFUSION 
K from KNICKERBOCKER sioop BANK 


| \) | SPECIFICATIONS: 
| & 


l Aj } BZ \ $15.00 per pint 
| & 2 =~ 
l 4 ” ‘ 
SAL Over 500 ce blood in ACD 


Less than one week old 
All blood groups and Rh types 
Rh negatives tested with Rho-Rh’-Rh” sera 


Attached pilot tube for cross matching 





Labelled with control number, serology, 
date drawn, expiration date, blood group 
and Rh type 

Meets specifications of The New York City 
and New York State Department of Health 
U. S. Government License #164 

Now serving many hospitals throughout the 
country. References supplied. 

Guaranteed to arrive in perfect condition, 


ready to transfuse 


INFORMATION 
FORM 


HOSPITAL 


ADDRESS 


KNICKERBOCKER BLOOD BANK 


70 CONVENT AVENUE + NEW YORK 27, N. Y. * PHONE: AUdubon 3-4900 
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should not be limited to this one 
aspect 

Spreading Action: Other attempts 
to use hyaluronidase clinically depend 
upon its spreading effect. It has been 
suggested as an aid to hypodermoclysis, 
especially in infants, and in conjunc 
tion with local anesthetics as an agent 
to facilitate penetration of nerves and 
plexi. Experimentally, hyaluronidase 
has been employed in studies of in 
tectivity and virulence 


Hyaluroni € Inhtbitor 


contains a 


Normal 


blood serum substance 


which inhibits the action of hyaluroni 


dase. It is considered by Haas to be 
itself an enzyme ( Antinvasin ). Several 
other investigators have reported work 
on this inhibitor and most of them 
now believe it to be neither an enzyme 
nor an antibody, in the usual sense 
Hyaluronidase inhibitor has been sug- 
gested as a “contraceptive” by Pincus, 
Pirie and Chang, since it diminishes 
the activity of sperm 7m vitro, and the 
fertilizing capacity of rabbit sperm im 
vivo. The titer of inhibitor is greater 
in females than in males, and is de- 
pressed in the acute stages of rheuma- 
tic disease. Certainly, its normal func- 








Now Offers 
A New Aid To 
The Specialist | 
in 
Bone Fixation 


> 


No. 977 


15 INCH 





BERBECKER 


HEAVY DUTY 
STEEL CUTTER 


CuTs 
STEINWANN PINS 
KIRSCHNER WIRES 
VITALLIUM SCREWS, NAILS 
STAINLESS STEEL BONE PLATES 


TREMENDOUS 
LEVERAGE ! 


Cutting Capacity: 
Diameters Or 
Thicknesses 
UpTo3 16” 


THIS finely finished instrument is the result of exhaustive study of 
bone fixation needs. Sharp-edged, well balanced, capable of great 
cutting power, it is the last word in efficiency. Made of alloy steel, 
heat treated for strength and long edge life. Heavily nickeled to re- 
sist corrosion. Streamlined jaws permit insertion into an open wound. 
Fits office sterilizer and standard medical bag. In every respect, 
designed to the highest surgical standards. Ask at your dealer's. 


JULIUS BERBECKER & SONS, INC., 15 E. 26th ST., NEW YORK 10, N. Y. 


tion and significance are at present 
very far from clear 

Summary: The spreading reaction 
focused attention on the components 
(extracellular) of the ground sub- 
stance, and the factors (enzymes) that 
affect them. Notable advances have 
been made in the chemistry of muco 
polysaccharides, especially hyaluronic 
acid, 

A relatively pure enzyme, hyalu- 
ronidase, that depolymerizes and splits 
hyaluronic acid has been prepared. It 
has been successfully employed clin 
ically to evoke a spreading reaction 
and so permit the absorption of fluids 
and drugs; its use in increasing fertility 
is debated. These applications should 
not, however, be allowed to obscure 
what appears to be the main problem 
the interaction of depolymerizing 
enzymes with their substrates in or 
ganizing and controlling the normal 
and pathological behavior of — the 
ground substance of the mesenchyme 


H. R. CATCHPOLE, PH.D 


They Need Space for 
LABORATORY SPECIMENS 


ORE than a third of the clinical 


laboratories in large hospitals 
have no place provided for urine and 
feces specimens brought to the labora 
tory when no one is on duty. Speci- 
mens are left either on the floor or 
on the chairs and benches provided 
for patients 

always provide 


Designers should 


space for specimens 


adequate shelf 
to be left outside the laboratory. The 
ideal arrangement is for the shelf to 
open into the laboratory so that the 
specimens can be transferred from the 
shelf to the work table without waste 
ot steps 

Many hospitals are so designed that 
it would be impossible to prepare 
such a shelf. A cart with wheels which 
can be locked and four or five shelves 
or trays offers a solution. Each night 
the cart is placed outside the labora 
tory door. Two wheels are locked so 
that the cart cannot roll or be rolled 
In the morning the wheels are 


cart and its con 


away 
unlocked and_ the 
tents are rolled to the work table 
Saves steps 


Such an arrangement 


and also relieves patients of the 


experience of moving a 


nauseating 
dozen or more specimens in order to 
sit down.—GRACE PAUL, New York 


City 


The MODERN HOSPITAL 





« ; HAY FEVER 


Three major qualities 


distinguish 
oe ® 
* . On Pe 


MALEATE 
(Brand of Pyranisamine Maleate) 


(N-p-methoxybenzy!-N’,N’-dimethy!-N-a-pyridylethylenediamine maleate) 


1. EFFICACY Neo-Antergan has provided complete or 
appreciable symptomatic relief in 71 per cent of an accu- 
mulated series of more than 500 cases of hay fever. 


2. WIDE THERAPEUTIC RANGE Neo-Antergan has 
proved effective in relieving allergic symptoms in certain 
patients who had failed to respond to other therapeutic 
measures. 

3. SAFETY It was necessary to discontinue Neo-Antergan 
therapy only in approximately 3.5 per cent of a series of 
about 1,500 patients because of untoward side effects. 


MERCK & CO., Inc. Manufacturing Chemists RAHWAY, N. J. 
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Your local phar- 
macy stocks 
Neo-Antergan 
in 25-mg. and 
50-mg. tablets, 
supplied in boxes 
of 100 and bot- 
tles of 1,000. 





Conducted by Mary P. Huddleson 


The Care and Feeding of Mental Patients Is a Big Job 


FLORENCE PETERS 


HE dietitian or anyone responsible Nutrition Consultant adequate in size. The Veterans Admin- 
for institutional dietary service is —— - — istration at one time set up a ratio of 
a member of the therapeutic team i wicca one dietitian to every 250 patients. It 
the rehabilitation and care of the pa also advocated a ratio of one dietary 


Much has been accomplished in employe to every ten patients. This 


tient 


this field, but more can be done 


ittention to all factors of the similar. The long-range nutritional that of many civilian hospitals and is 


by the basic food production problems are — ratio probably compares favorably with 


pay Ing 


feeding problem, such as_ pleasant sroblem is probably more acute and one which state hospitals would like 
I I I 


surroundings and well prepared and — requires thoughtful attention and team to attain. The lack of a comparable 


attractively served food, and vork of medical, nursing and dietary budget is the chief handicap bur, at 
lepartments, owing to the prolonged present, we believe a ratio of one 


} 


viding sufficient amounts of 
stay of many of the patients. No longer — dietitian to every 500 patients and one 


of food necessary for good he: 


The following statements at can we consider our physical and men dietary employe to every thirty-five or 


quently heard tal states separately forty patients would make it possible 
Food is one of the cl The same percentage of the operat for the dietary department to raise 

iwwents in a hospital idget is allocated for food as in standards of food service and obtain 

The psychological v: t general hospital; about 25 or 30 — better results in its réle of rehabilitat 

uld not be underestima yer cent is usually spent tor food in ing the patient through the food it 
The mentally il shoul ive each instance. Few people realize the — serves 

good care as the physically il tlerence between the average per 

PREFER STRAIGHT SHIFT 


Seas P fr t j 
a i ating costs of the two difter 
MORE THAN LIP SERVICE NEEDED "rou ta The daily Concentrated etfort has been made 


More than lip service must I iverag t | capita for the year to set up an eight-hour straight shift 
to these statements if tl lietary d ending May 3 948, of twelve Penn day rather than the broken shift. The 
partment is to achieve tt I Th svivania 350 beds additional personnel and improved 
or over W °2 whi it of seven- working conditions have paid divi 


satisfaction obtained from food we teen state-owned mental hospitals was dends in service and morale of em 


process of eating and th ional 
enjoy re daily f whic 1.6 I f it this would — ployes 
food costs of The food production program in 
yectively iny institution is complex. In a state 
ts would = mental hospital located in a rural sec 
that make tion, the farm activities are considered 
acceptable in the over-all picture; therefore, the 
food needs of the institution are the 
basis for the farm program. In some 
instances, canning and freezing of cer 
necessary tain crops for use during the winter 
in gener nonths are also an important part of 
ide possible the food production plan 
1 probably In 1933, the food requirements of 
in the gen institutional population — were 
{ lied and a minimum basic ration 
irtment of welfare has rec was formulated according to the vari 
€ importance ous types of foods that are necessary to 
and has at ensure an adequate diet. This basic 
{ type of dietary = ration Compares favorably with the 
tment organization which will at- present-day standards of good nutri 
1 ld tra 1 dietitiar tion, if foods are carefully selected. The 
numbers served ar ( rably la ver cn Hiicul lt 1 ining purpose ot this ration was to provide 


and menus are tide for both the purchase of ade 
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Sexton 


With cold cuts . . or salads . . or any meat 


dishes . . always serve sauce of the proper pi- 


quancy to bring out the full flavor of the viands. 


It's a good practice to keep the whole array of 
Sexton sauces handy. They make a table gar- 
nishment of their own. We make them our- 
selves, in our Sunshine Kitchens. Thousands 
of users know there is no better assurance of 


quality . . and savings. 


JOHN SEXTON & CO., 1949 





- DISHWASHER 


= FOOD CUTTER +). 


* MEAT CHOPPER « 


A Talented Performer 
joins the Hobart Hall of Fame 


The Original Federal Steakmaker takes its place ” — 
in the Greater Hobart Line What Sanert's 
VS FOR KITCHEN MANAGERS! 


1 Federal Steakma lo r-cost, tenderknit minute steak 
| ler in the mea mK 


hall of fame doesn’t 
show is the simplified planning, pur- 
always available, 


through Hobart re presentation, for the 
reatest line of food machines. It’s a 


One-¢ all convenrence 
has foo 


necessity. in actually making tasty, chasing and service 


nd 
ind 


steak combinations from beet 
veal, lamb, and pork The Steakmaker 
design like that of Hobart 


stressed superb qu lity 


for your entire 
a land kite he node hine installations! 


outstanding See the Hobart-Federal Steakmaker 
sanitation and ease ot ind other Hobart products ‘ . lo ll 
Hobart representation is always right 
nm you! picture. 


Hi © ba KT Food Machines 


THE HOBART MANUFACTURING CO., 
Greenville, Minneapolis, U.S.A. * 


CANADA ° BRAZIL 


oar inteed the 
1 machines performance 
ill kinds and sizes, cleaning. The combination of Hobart 


Ker has proved itself and Steakmaker is a natural! 


TROY, OHIO © Factories in Troy, Dayton, 
The World's largest Manufacturer of Food and Kitchen Ma 


e ENGLAND ° AUSTRALIA ° 


Hobart-Federal Engineering ¢ orporation 


hines 


FRANCE 
Steakmaker tenderizers are 


now manufactured by 


, a Hobart subsidiary, 











New kitchen building for preparation of food for Cafeteria and dining room for disturbed male 


about 3000 patients shows variety of equipment. 


quate amounts of food and the plan 
ning of crops to be raised on the farm 
For this purpose, it is translated in 
terms of dairy cows, swine, beef, poul 
try, potatoes and other vegetables by 
the agriculturist of the department of 
welfare 

The staff of the bureau of institu 
tional management of the department 
of welfare acts in a consulting capacity 
to the state-owned institutions and 
hospitals under its supervision. This 
staff consists of the director, consult 
ants in nursing, engineering, architec 
tural, agriculture and dietary problems 
The teamwork of the consulting staff 
is Consistent in its interest and effort 


to assist the hospitals. The nursing and 


nutrition consultants make many in 
stitutional visits jointly in order that 
more effective service can be rendered 
They work closely with the consultants 
in architecture and engineering in re 
viewing plans for new hospital con 
struction. Similarly, the teamwork of 
the bureau agriculturist and the nutri 
tion consultant serves to pool their ex 
perience in considering the over-all 
food production program 

Every fall the production plan of 
food crops is reviewed at each insti 
tution by the agriculturist and nutri 
tion consultant, department of welfare, 
the farm manager, the dietitian, the 
steward and usually the superintendent 
of the institution. The requirements 


patients in Building 51, Norristown State Hospital. 


of the institution and the means by 
which the program can be improved 
are discussed. The weather, of course, 
is one of the ruling factors which de 
termine whether the goals set are to 
be reached or exceeded. This joint 
planning and daily or weekly contacts 
of the two institutional departments 
are helpful in providing an even and 
uninterrupted flow of good quality 
fresh vegetables to the kitchens and 
then to the table. Rhubarb, spinach, 
asparagus, peas, ONLONS, lettuce, string 
beans, squash, carrots, beets, corn, en 
dive cabbage, romatoes, cucumbers 
celery, peppers, eggplant, broccoli, 
cauliflower and potatoes are furnished 


as they 


are available. Harvesting and 


MINIMUM BASIC RATION TO ENSURE ADEQUATE DIET 











FOOD OUNCES USE OBTAINED BY 
*Meat, fish, fowl 5.50 Five to six times weekly; daily preferred Direct purchases except pork and some beef 
and poultry when culling herds or flocks 
are necessary 
*Fats, butter, cooking 1.40 Three times daily Butter purchased except in a few instance 
lard produced 
Flour and cereals 10.00 Enriched products preferred; all bread is Purchased except in a few instances 
enriched Bread made at institutions 
*Milk 24.00 Includes dried and evaporated milk if used Produced, purchased if supply is inadequate 
in cooking 
Cheese .30 Purchased 
*Eggs 1.00 Three to four times weekly; once daily pre Produced and purchased 
ferred 
Potatoes 10.00 One to two servings daily Produced except in a few instances 
*Vegetables, green or leaf 4.80 Two to four times daily, one green or yellow Produced, supplemented by purchas> 
*Vegetables, root and others 4.80 Produced, supplemented by purchase 
*Tomatoes, fresh or canned 3.20 Four to five times weekly Produced, supplemented by purchase 
*Fruits, fresh, canned, dried 3.90 Once daily; twice preferred Chiefly purchased, except where orchard 
exist 
Legumes 1.00 Two to three times weekly, (includes peanut Purchased 
butter) 
Tea, coffee, cocoa 86 As desired Purchased 
Miscellaneous food adjuncts 1.10 As desired Purchased 
Sugar and sirups _2.25 As desired Purchased 
TOTAL 74.11 


*Protective foods which should not be reduced 


—meats, fats. milk, eggs and fruits—should be increased if possible 
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delivery and use of crops when they 


ire high quality are constantly stressed 
have their own 


some institutions 


ipples, peaches, grapes and_ berries 
which provide a good variety 

During the war period the institu 
tional farms increased meat as well as 
vegetable production. Poultry and beef 
for the table had been considered by 
products of milk and egg production 
meat it 


to raise beef in addition 


but owing to the scarcity of 
Was necessary 
to pork specifically tor 
About 


meat requirements are planned in pork 


consumption 


10 co OO per cent of the coral 


If an institution has facilities for smok 
ring meat, the higher figure 


is used. The basic ration is considered 


ing and Ct 


a minimum rather than a maximum 


requirement 


MAY NOT USE MARGARINE 


During the period in which it was 


obtain sufficient tat 


meat, cheese and 


hl 
im pe ISSIDIC 


sugar, these items 
suffered a decrease. Since then, hig! 


ave prevented 


foods tni applies 


prices | the adequate use 


of some of these 


especially to butter. The 1947 legisla 


tive session failed to pass a law repeal 


ny the 1893 law which prohibits the 
ise of Oleomargarine in Pennsylvania 


penal = and institutions 
Therefore, the institutions are denied 


the use of a good, nourishing and ec« 
nomical fat which would help to give 
satisfactory diet 
} 


DASsi¢ 


more 


The ration 


i 
table on page 
The transtormation of this tood 


into Menus and meals ts, of Course, the 


concern of tl etary department 


imout nsufficient 


pital. Special attention should be given 


to the tube-feedings in order that the 
daily food requirement is satisfied for 
possiby a long period of time. Since a 
high percentage of the patient popula 
tion is old and infirm, a modification of 
the regular house menu may be neces 
sary for this group of patients. Ther« 
are also ulcer, diabetic and other con 
ditions which require special attention 
The lack of ability of the patient to co 
operate as well as the food distribu 
tion problem are frequently handicaps 
which harass the dietitian and nursing 
personnel 

The 


menu 1s of 


service of the regular house 


owing 


to the previously mentioned prolonged 


special importance 
stay of many of the patients. Here, the 
teamwork of the — physicians, he 
nurses, attendants and dietitian ts 


if a 


goes u 


sential. It is indeed unfortunate 


patient who is not eating 


noticed until a loss of weight is re 


corded 1 monthly weight chart 
The assignment of medical staff to the 
dining rooms, plus better supervision 
by nurses and attendants who know the 


patients, helps considerably in the 
feeding problem 


Recent 


toward the use of cafeteria 


years have shown trend 
service for 


This 


some 


patients in the mental hospitals 


is a definite over 


ImMpre vement 


types of service but every effort must 
to individualize the 


as possible A 


service as 
amount 


in well lighted and ventilated, 


sufficient 
time 
ive rooms, even when simple 

1" 

will 


The 


served from the counter 


altime more enjoyable 


severit 
func 


One hospital u a record 


means 
e tastes of 


ring some of the meals. The use of 
tical treatment in dining rooms 
other noisy centers helps greatly 
juiet atmosphere and 
who do not react 


few favor 


interesting color treatment 
ire frequent and 
ood in the form 


holidays, field 


the entire population 
ips which may have 
ssignme These recreational 


mean much to the patients 


yarcment COoope races 


viding food sut 


impr of facilities for 


vement 
aration and service of food has 


been undertaken wherever a construc 
tion program has taken place. During 
the last ten years, at least ten institu 
benefited. At the 


tions have 


time, a similar number either is in the 


prese nt 


process of construction or is to be con 
Ade 


quate space for cold storage, meat cut 


sidered in the immediate future 


ting, bake shops and vegetable prepar 
ation, as well as kitchens, which will 
provide facilities for handling the tre 
mendous quantities of food that will 
pass through theseechannels, are under 
consideration 

Changes which have taken place in 
the food production picture in general 
are also retlected in the present plans 
Cold storage space now may include a 
room of zero temperature for holding 
frozen foods. If the institution has a 
sufficiently large farm to provide food 
for preservation, it may also include a 
quick-freeze unit. The production of 
ice Cream for the entire hospital is also 
considered and facilities for making 
and storing are provided. Cold storage 
space tor the proper chilling of fresh 


j 


butchered meats and an electric meat 


saw for cutting up Carcasses are re 


quirements in the meat shops 


REQUIRE MORE SPACE 

Bakeries need adequate oven space 
and facilities to provide pies and cakes 
for the patients, as well as bread. Good 


vegetable preparation space must be 


provided which will permit the han 


dling of the quantities necessary. Since 


some of this work may be done by pa 


tients, their welfare is also considered 


It is a known fact that where unskilled 
or untrained people work in these units 
more space must be provided than ts 

{ t full 


needed in. situ: only 
time, experienced employes are used 


itions where 


Institutional kitchens should provide 
i variety of cooking mediums. Steamers 


ind steam-jacketed kettles have their 


place, but a sutficient number of ovens 


nd deep fat fryers are necessary if the 


meals, which are to be prepared in such 


large numbers, are to show a little 


variety In preparation 
Cleanliness and freedom from odors 


can be achieved if floors, walls, equip 


furnishings are provided 


ire easily cleaned and present a 


ment and 


which 


spotless when cleaned 


appearance 


devices 


Labor-saving help to remove 


the drudgery from many of the activi 


ised wher 


Ics and theretore should be 
ever possible 

Breakdowns in equipment and ma 
create a terrific handicap 


chinery can 


in doing the job; therefore, training in 
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Furnished with 
18 food insets 
of varying sizes. 


























A SANITARY FOOD CONVEYOR 
with Hlerclle top ARRANGEMENT 
FOR YOUR “SELECTIVE MENUS” 


PROGRESSIVE hospitals everywhere are adopting the idea of the “‘selective menu.” 
This has proven advantageous in diet-therapy, in raising patient morale — even in 
bettering public relations. Blickman engineers have developed a new food conveyor 
ideally suited to this method. Rectangular pans, furnished with each conveyor, 
can be arranged in a variety of ways within each of the two rectangular wells. 
Combinations can be varied according to the food requirements for any given meal. 
This ‘'selective-menu” food conveyor also achieves high standards of sanitation 
with the new “SANITOP”, in which all surfaces are smooth and continuous 
where wells meet the top deck. Thus dirt-collecting crevices around wells 
(as in ordinary construction) are entirely eliminated. It will be to your 
advantage to investigate the unusual features of this new conveyor 

write for further information on Model ALS-4922. 


Send for helpful descriptive 
literature explaining merits 
of the “Selective Menu’ 
and describing this and 
other Blickman-Built Food 
Conveyors. 


Flexible top deck arrangements 
made possible by variety of inter 
changeable square and rectangular 
utensils. Entire conveyor made of 
enduring and sanitary stainless steel 
Blickman-Built — with new seamless 
“SANITOP". Top deck and wells of 
one-piece, crevice-free construction. 
Body, also, is one-piece and seamless 


Visit us at Mid-Atlantic 
Hospital Convention in 
Atlantic City, May 18-20 


S. Blickman Inc., 1504 Gregory Ave., Weehawken, N. J. 


.=—- 
waa 
«x -, 


Blickman-Built 


Hospital Equipment 
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care of equipment, sanitation and food 
handling practices pays dividends. The 
development of a high type of service 
through the education and training of 


employes is one which demands con 


stant and consistent effort. The various 


on-the-job training programs advocated 


by industry, which have been under 


taken by many hospitals, are apparently 


meeting with success 


Medical staff ass ynments 

ry lspection tovether wit! 
supervision of the physical condition 
lietary personnel and patients as 


signed to food handling d I] 


duties, will 


ASSIST greatly nm maintaining sanitary 
} 


CONaITIONS 

Ir is hoped that job training pro 
grams can be developed in the state 
hospitals for dietary workers as well 


is the ward attendants. Thus far, it has 


been a matter which individual hos 
pitals have done chietly through super 


vision 

Arrendance at institutes and confer 
ences for various key personnel has 
been encouraged the department of 
welfare the Pennsylvania 


State College has been helpful in con 


» coward these conterences; this 


ing 





Now undet construc 
tionin W illiamsport 
Pennsylvania. and Cam 
den. New 


these two modern hos 


Jersey are 


pitals. being built with 
funds raised n cam 
paigns under our direc 
tion 


The L0O-bed 


Providence Hospital cam 


Divine 


698. Th 


surveys are 


Preliminary 
obligation wl today for the 


to the Public 


campaigns 


ROCKVILLE 





TWO TVDER CONSTRUCTION 


Our Lady of Lourdes Hospita 


paign in Williamsport had an objective of STOO.0Q00, We obtained S751. 
292-bed Our Lady of Lourdes campaign in Camden had an 


objective of S2.200.000, We obtained 


Divine Providence Hospital 


undertaken by this firm without cost or 
informative brochure 


which explains the professional direction of fund-raising 


B. WH. LAWSON ASSOCIATES. 
307 SUNRISE 

CENTRE. NEW YORK 

DEPARTMENT F-1 


SS? 106.000 


“Your Appeal 


INC. 


HIGHWAY 








also applies to other departments, such 
as agriculture, laundry and engineering, 
as well as the dietary department 
Other group meetings are also ar 
ranged from time to time, giving 
Opportunity to discuss common prob 
lems and to observe other situations 
Considerable help and satisfaction are 
derived from these conferences which 
maintain a high morale. Discourage 
ment and frustration are also en 
countered but those who are truly in 
terested in the welfare of the patient 
derive tremendous satisfaction in han 


dling the problems which occur daily 





FOOD FOR THOUGHT 





Jobs for Soda 


Baking soda can be a big help for 
tle cleaning jobs around the 
say equipment specialists of 
Department of Agriculture 

t used as a gentle scourer tor 
stains on china, pottery vlass or cook 
ing utensils of enamelware or glass 
that would be ratched by rougher 
scouring materials. For example, tea 
or coffee stains on china cups can 
be removed by rubbing with a damp 
cloth dipped in soda 

Soda _ also helps sotten food that 

has scorched on enamelware or glass 


Fill the scorched utensil with water, 


idd i teaspoon ot soda and allow it 


to soak an hour or so. Then heat 


the water gradually stove, 


on the 
{ 


loosening the burned food with a 


wooden spoon 


] 


Washing in soda and water has 


been known as a good way to 


keep things sweet It is recom 
mended for washing the refrigerator, 
for example, or rinsing out vacuum 
bortles 

Finally, soda can be used in bright 
For the fast electrolytic 


ening silver 
an aluminum kettle 


cleaning method, 
is filled with water containing salt 
} 


ind soda—one teaspoon of each to a 


quart of water. The water is brought 
to a boil, the silver is laid in, and 
the boiling continued for just two or 
three minutes Then the silver is 
removed and washed 

Keep an aluminum kettle of hot 
water containing soda beside the dish- 
pan when doing breakfast dishes. Into 
this go spoons or forks discolored by 
breakfast eggs. By the time the dishes 
ire done, the silver is bright again. 
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é 2 FACTS ABOUT 
What do you 4.8. 


expect Ac'cent adds no flavor, aroma, or color of its 


own. A natural food-product itself, 
© y 7) Ac’cent brings up natural food flavors. 
a itt Ee to DO ° It helps in the preparation of nutritious 


dishes which have appetite appeal. 


Ac'cent improves the taste of bland diets. 

. Cooking helps to blur the raw, sharp 

EXPECT AC’CENT TO MAKE YOUR FOODS TASTE BETTER? profiles of many foods. Ac‘cent helps 
further by emphasizing the desirable 


It will. Ac’cent can add an extra goodness of flavor 
, flavors 


(but natural flavor!) that patients and personnel will 


notice at once. Ac'cent helps solve the “leftover” problem. 
The tastier foods prepared with Accent 
EXPECT AC’CENT TO MAKE FLAVORS LAST LONGER? mean fewer leftovers. Also, Ac’cent in 
the original cooking gives the leftovers a 
It will. Accent helps hold flavors through long peri- better, fresher flavor 
ods of time, heating and exposure. 
2 Ac'cent helps preserve flavors. It combats 
‘steam table fatigue’, helps hold flavors 


EXPECT AC’CENT TO SUBSTITUTE FOR CONDIMENTS ? See tenant punked 


It won't. You use your regular recipes . . . salt, flavor 

; Ly, id ae ‘ hol lit bl Ac'cent is economical to use. A little Ac cent 
as usual. You add Ac‘cent to the whole and it blends, goes a long way in large quantity cook- 
balances the total flavor. ing. Directions are explicit 


EXPECT AC‘CENT TO BE EXPENSIVE? Ac'cent is easy to control. The amount of 
' Ac'cent called for is weighed before ap- 
It isn't. A little is all you need to get wonderful plication unless only a small amount is 


require: 
results equired 





Ac'cent presents no storage problem. Ac cent 

4 A is physically stable under normal condi- 

makes food flavors S Se tions, is less hygroscopic than salt, is 

eee c c o— packaged in containers that give maxi- 
‘ ae mum protection. 


a ee — 


Not a flavoring! 


/p a" ingUs[es 
/ ) vient invites your $ —e 
anced in food — Z Not a condiment! 


y acquainted 


cation of this . Not an ordinary 
he oppor cone —_ 
« its interesting seasoning! 


ynique pro ‘ 
perations- 


tunity 
possibi 


to discus 
lities in your © 


is MONO 
SODIUM GLUTAMATE 


over 99% pure, unadul- 
terated, sparkling-white 
crystals. It is a natural, not 
a ‘synthetic’ product. It 
is the sodium salt of the 


DIVISION J amino acid, glutamic acid, 

International Minerals & Chemical Corporation which occurs naturally in 

General Offices: 20 N. Wacker Drive, all vegetable and animal 

Chi Ilinoi pretein. Ac cent is whole- 
icago 6, Illinois ” nd 10 1b. cans some and good, 


Dept. MH-4 100 /b, drums 
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from coast to coast Armour can quickly 


supply you with poultry in 


i ufo sizes: 


ARMOUR CLOVERBLOOM HOTEL-AND-RESTAURANT-PACK POULTRY 
comes fully-drawn, quick-frozen and really flavor fresh! 


Armour’s widespread procurement and distribution fa- 


cilities can guarantee you the best broilers and fryers 52 
weeks a year in quantities to fit your needs anywhere in 
the 48 states. They are processed from select meat-type 
birds on/y—and you can choose from eleven uniform sizes 
and weights. Only Armour offers you such suiformity 
uniformity that means easily controlled portion costs and 
equal portions for all servings 

The chart at right will show you the wide range of 
Armour Cloverbloom Hotel-and-Restaurant-Pack Broiling 
and Frying Chickens available. For a free, handy. portion 
serving cost chart, see your Armour salesman or write to 


HOTEL AND INSTITUTION DEPARTMENT 


ARMOUR 


AND COMPANY GENERAL OFFICES, CHICAGO 9, ILLINOIS 
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AVAILABLE WEIGHTS 





SYMBOL N. Y. DRESSED DRAWN WT 
& CLASS NO WT. PER DOZ PER BIRD 








BROILERS 

H 

Hol Packed 
H-02 6 Birds 
H 

H 

H 


FRYERS 
H 

He4 

Hi 

H 

H 














Maintenance 


Operation 


SHALL WE USE FILAMENT OR FLUORESCENT? 


In choosing illuminants for hospital lighting, decisions 


should rest on the service required and long-range economies 


J. L. TUGMAN * 


( 


\W 7E OFTEN find hospital planning 
boards taking up the question of 
ligt rt mood of resistance 


h initial ex 


ard members 


hospital standards puts a squeeze on items that 


t can “give It is always possible to 


trams = buy “some” lighting on this basis 


planners consider While wisdom dictates building pro 
grams that will minimize obsolescence, 
expedience counsels the present impor 
tance of a good showing now. Wisdom 


often be content with compro- 


must 

mises, so Communities may hope that 

today’s errors of decision may be made 
pre pitrous times 

time hospital lighting is dis 

ard may regard the lighting 

pl 


I building 
lollars a ) one. So it 1s 


fewest 


1 tha ah the 
not 
surprising 


d in suc 


the whole problem 
embrace question as 


shall 
incandescent) or 


we have filament 


fluorescent lighting 


Such a question eludes the more 
which would ask 


What 


will be most satis 


ropriate approach 
What do we need in lighting? 


that 


shall we choose 


ry now and impose the least bur 


in the future 


board which has considered the 


technical facilities that have 


building pro 


! ospital 


way feel pinched for money 


when it comes to lighting. Fair con 


leration of the h y subtle phenom 





A writer on technical subjects, after studying a longer, 
uncompleted manuscript by a lighting engineer, has summed 
up the essential arguments relative to the question posed 


by the title of this article 





ena of lighting may prove exhausting 
after all that has preceded it. So, it 
Why the 


surgery and certain other special rooms 


not give 


may be argued, 


whatever medical science says is best? 


Elsewhere let's settle this lighting 
problem with common sense and an 
eye on the budget.” Hence, board 
members, looking at the much lower 
initial cost of incandescent installations 
ersus fluorescent, may come to con 
clusions on this basis. If they do, what 
opportunities will they pass up? 

Is the hospital to be air conditioned 

now or later on? Hospitals of the 
future may be designed so they do not 
smell like hospitals. Air conditioning 
imposes important electrical considera 
tions. They bear upon the character 


of the lighting. Incandescent lamps 
with a large portion of their energy in 
the infra-red wave lengths increase the 
capacity required in the air condition 
ing. This 
difference from fluorescent lamps. It 


represents t CONSPICUOUS 


relates, however, to the essentials of 


long-range economy involved in hos- 
pital lighting problems generally. In- 
candescent lamps, being point sources, 
must be used in most hospital applica 
tions in indirect lighting systems 
Where economical lighting is desired 
it must be kept in mind that comfort- 
able indirect incandescent lighting re 
quires about two or three to five times 


the wattage comfortable direct 
Wart for watt the 


latter will deliver more light and less 


for 


fluorescent lighting 


heat and will impose less maintenance 
expense. While maintenance is always 


important to all lighting systems, those 
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V 
CHECK the SUBSTANTIAL SAVINGS 


Immediately Available with Modern 


HOFFMAN Laundry Equipment... 


A fraction of a penny saved per pound of laundry can provide the 
dollars not now in your budget for critical needs. This fact is being 
demonstrated daily by the hospitals who have installed modern Hoff- 
man laundry equipment. They cut their labor costs, their fuel and 
water costs, their floor space needs, and their expenses for soap and 
other supplies. The dollars and cents details for vour operation are 
available with a Hoffman Laundry Engineering Survey. No obliga- 
tion — write now. 


UNLOADING “SILVER CREST" 


Cuts down pulling time and labor 
costs — cylinder raises hydraulically 
to deposit loads into extractor basket 
halves. Faster operation—more loads 
per day — saves floor space. 42-inch 
cylinder 


AUTOMATIC WASHER CONTROLS 


UNLOADING EXTRACTOR 


Reduces time and labor for- 
merly needed for loading 
and pulling. Loaded basket 
halves carried by electric 
hoist (from washer) quickly 
lowered into this extractor, 
then raised for dump-out at 
finishing tables. 


Conserve linen as well as water, 
soap and other supplies — by precise 
formula control. Fully automatic 
models give exact, measured injec- 
tion of supplies for any one of sev- 
eral predetermined formulas you 
select. No “over” runs, or amounts 
of soap, bleach, sour, blue, water 
and other supplies. Available with 
supply stand (for one washer) or 
with central supply system serving 
many washers. 


wee HTN CE RY 
CORPORATION 
. . 7 107 Fourth Ave., New York 3, N.Y. 


INSTITUTIONAL LAUNDRY DIVISION * BRANCHES IN 
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ALL PRINCIPAL CITIES 








The four-lamp industrial type of fluorescent units 
used in the pharmacy at Walter Reed Hospital, 
Washington, D.C., provides high level (50 foot- 
candles), low cost illumination in an area where 
plenty of light is essential to the work being done. 


tX P levels 
nparall 
blems of 


low cost of filament 


of fluorescent an 
icc 


MUST HAVE BOTH KINDS 
Are all 


lless of 
Nuoresc 
1¢ 


or 


dv 


Simple shielded filament wall units over beds in a 
four-bed ward at George Washington University 
Hospital, Washington, D.C. Two 40 watt lamps in 
each unit provide upward and downward com- 
ponents. Each lamp can be switched separately. 


] 


¢ Previously, we noted that a careful 


approach to lighting would start with 
asking “What do we need? Whar shall 


that will be 


which simplify his tasks 


When 


ant 


eled comfort 


choose most satisfac 


port 
an unequaled 
il 


SOO) 


sott 


color are im we 


tler tory now and impose the least burden 


te” light is av: in the future? 


W 


( 
hi 


I emperatures, ( Hospitals are places to which people 


YOO new 


go when they are ill with the object of 
getting To sick 


pearances make a profound difference 


tne 


well the person ap 


whic The professional staffs are scarcely less 


di 


Is 


lefects 


ny 


otherwise sensitive to appearances, so for all those 


intagzes 
1 


ent lamps who must spend time in hospitals ap 


ul { 


iINSWET 1S } inqualifie pearances deserve careful consideration 


escent lamp has come Respect for this need is represented in 


cheerful color 


id 


reliance 


used con window space and in 


in the decorations and fur 


But 
be placed upon artificial lighting 


who remen schemes 


irly d nishings ultimate must 


j 


ind 


LIGHT AIDS CHEERFULNESS 


The cheerfulness of hospital space 


turne 


ickly to industri 
infer that industry depends largely upon the quantity and 


For 


rescent 


juality of light reflected from the well 
decorative 


nyone who fx ‘ 


\ lamps in chosen scheme Besides 


seeing 
1o 


there are 


ask “What « 


] 
i 


store mere cheerfulness 


tasks 


yy 


revelation is in 


5 he will see So when we we 


eves 


we mean what is the lighting 


can make ¢ 


considerations pre 


nec 


th it he not 


n thi 
cheerful, but equal to the seeing 


sé | i space 


1\ 


on 


It means ample light 
} 


sks involved? 


the reading in bed, ample 


j 


patie nt 
for 1 


doc techni 
doing 


rhe rs anc 


work 


Realizing these objectives economically 


i¢ nurses 


ins with their eyes 


Oo amortize the 


over a period sufficient t 
j 


lighting investment does not auto 


matically resule from choosing — the 


lowest initial cost 
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on 
+ 
. 
\ 


ma. 


FLOORS 
are the 


"HEART" 
yof Hospital 
Sanitation 





...care for them 
with WEST 


Maintenance Products 


Your floors. like the human heart. are vul- 
nerable to the effects of neglect or indifferent 
treatment. To avoid shortening their “life- 
span” and increasing your sanitation overhead, 
wisely choose West floor products. Special care 
and treatment with West floor maintenance 
materials prolongs the life and beauty of your 
floors at an absolute minimum cost. 

The strain on your budget is reduced be- 
cause West Products. formulated for cleaning. 
sealing and preserving floors. are noted for 
their long-lasting efficiency — enabling you to 
protect all floors with the least time and effort. 

Our trained representative will be glad to 
demonstrate any West product desired. No 


obligation! 


PRODUCTS FOR THE PROMOTION 
OF HOSPITAL SANITATION 


WES Poiiiiii7 


42-16 West Street, Long Island City 1, N. Y. 
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te ZOLEO 
Cleans Cork, Tile, Wood, 
Linoleum, Marble, Ter- 
razzo Floors and painted 
or varnished surfaces. 


2. WESTOLITE 
Cleans Cement, Con- 
crete, Tile, Mastic, As- 
phalt, Slate, Quarry, 
Marble and unpainted 
Wood floors 


3. CORO-NOLEUM 
Disinfects and Deodor- 
izes as it Cleans all 
floors except rubber, soft 
mastic, or asphalt base 
tile. 


4. LUSTRECLEAN 

Cleans, Deodorizes and 
Lightly Waxes Wood, 
Mastic, Linoleum, Cement, 
Terrazzo, Composition 
Tile, Asphalt Tile, Paint- 
ed and Varnished Floors 


5. KWYKWAX 
Waxes and Finishes all 
types of floors, except 
Terrazzo. 


Liquid soap with Linseed Oil Base, 
mixes with cold water instantly. Sof- 
tens dirt, loosens grease and grime 
with fast emulsifying action. 


! 
| 
| 
! 


Balanced cleaning powder dissolves 
completely and quickly in water. 
Emulsifies many times its weight in 
grease. No scrubbing necessary. No 
suds to rinse. Safe to use, will not in- 
jure, stain or scratch surfaces. 


Phenol coefficient of 7.5. Helps kill 
many germs and aids in the protec- 
tion of Health. Ideal for operating 
rooms, washrooms and special wards. 
Economical to use. 


Essentially a cleaner but leaves a fine 
film of wax on surface. Deodorizing 
properties make Lustreclean a triple 
purpose product. Excellent for floors, 
walls and painted surfaces. 


No rubbing or polishing necessary 

Dries in 20 minutes (or less) with a 
| high hard lustre, which resists traffic 
| wear, protecting floor surface. 








WEST DISINFECTING COMPANY 
42-16 West Street, Long Island City 1, N. Y. 


Gentlemen 


Please send me Free samples and literature of following product 
> 


numbers 1 


3 


Kindly have your trained representative call to arrange a free, 


non-obligating demonstration 


Name 


Address 














Conducted by Alta M. La Belle and Jane Barton 


Boston University Presents— 


What the Housekeeper Should Know About 
VINCENT W. GODLESKY PURCHASING 


Purchasing Agent 
Beth Israe! Hospita 


This is the first of three sections of 


M3»? a ee the lecture on fundamentals of purchasing 
rears 


presented to the housekeeping extension course 
pur 


no for 
Chasing for 


possibly for 


justifying to a certain degree, the per 


individual hotels formance of your purchase against the 

because of those critics and pseudo experts who seem 

purchasing responsibility to be ever present and active in every 
institutions that it is of organization 

importance for you to know 


“is BASIC PRINCIPLES OF PURCHASING 


the 
What are some of the scientific 
principles developed in the field of 
purchasing Inasmuch as hospitals 

| 


ind hotels are not large buyers in the 


sense that industry and 


utilities are, 
we should concern ourselves primarily 
with basic principles that have definite 
pplication to our level of buying 
First among those principles, 1 
ink we should include ethics. We 
buy should have a_ practicing 
knowledge of purchasing ethics, to 
plication of ettort ether with an appreciation of the 
lly speaking, the ilu ethics to our organizations 
s to provide ind | vendors with whom we 
aling engenders good 
relations Through our con 
ind dealings with vendors, we 
ustodia f Our organization's 
ation for courtesy and fair deal 
vat reason, a high standard 


responsibility goc 1 t luct is essentia 


| 
single act of making the purchase u ire. sometimes confronted 
| with the problem of gifts and favors 
offered by vendors. And the question 
that is often raised in this connection 
what extent, if any, should the 
avail himself of vendor's gifts, 


i 
tickets, discounted prices for 
personal purchases or free use of 
beach home, for instance? Some ot 
control t rT these offers can be attractive and ap 
over-stocking pear to be offered without any ulterior 
lar field mot it I believe that the buyer 
also 1 who accepts gratuities from vendors 
h mistake, and TI tell you 
oe 
the buyers first loy 
his loyalry to his 


his employer, and 
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WHIZ-OFF 


POWERFUL 
YET SAFE 


WHIZ-OFF 


MOP ON 
MOP OFF 


WHIZ-OFF ana W 


WHIZ-OFF ISHING F10 


Pr Srudusdnel mm 
AINTENANCE PROOM 


WHIZ WAX 


SPREADS 
EASILY 


HIZ WAX 


CLEANS AND GLEAMS 


© Saues time, trouble, money 
© Gives better floor protection aud beauty! 


Wuiz-Orr and Wuiz WAx are partners 
in shine that keep your floors clean, beau- 
tiful, safe! 

Wuiz-OrF cleans. . . but how it cleans! 
Powerfully chases away dirt, grime, and 
other accumulations. Won't harm any 
surface that is safe with water. Easy to use 

just mop on, then mop off. 

Wuiz Wax shines. . . polishes and pro- 

WHIZ-OFF tects floors—dries to a smooth, gleaming 
luster. WH1Iz Wax is self-polishing, long- 
wearing ... Underwriters’ Laboratories 


Whiz Trademark Reg. U.S. Pat. Off 


The complete Whiz Line ncludes: 
Floor cleaners and waxes; Special Cleaners; Dis- 
infectants; Hand soaps and scrubbing soaps; Metal 


and furniture polishes. 
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certify that it dries to a safe, non-skid, 
water-resistant surface. 

Let the WH1z Twins work for you... . 
they'll clean and polish your floors quicker, 
easier, and better than ever before! 

Ask your local Wuiz distributor about 
all the Wuiz products designed to help 
you do a better, faster job at lower cost 
and with less work. R. M. Hollingshead 
Corporation, Camden, New Jersey; To- 


ronto, Canada 


PRODUCTS OF 
92d: 


LEADER IN MAINTENANCE CHEMICALS 








he should consider first the interests 


of his organization in all transactions 
This 


and with pertect sincerity if the buyer 


cannot be done conscientiously 
permits himself in any way to become 
Once 


of obligation sets in, the buyer ceases 


obligated to a vendor a feeling 
to exercise his best personal judgment 
in behalf of 


truly scientific principles of purchasing 


his company, and the 


the window 


ko out 


Salesmen are quick to recognize 


both prospective and established buy 


ers who are susceptible tO gratuities 


nd they hand out favors in order to 
brain or maintain such accounts. It 


( unreasonable to presume that in 
vendor 


the salesman or 


vr his generosity to you 
selling 
The 


purch 
pu cn 


on the price 


ion accepuince 
asing agent 1s 
unethical and unwholesome 


} 


certain that salesmen ck 


the buyer whom they mu 


STANDARDIZATION, 
SPECIFICATIONS, QUALITY 


Quality is one of the most important 
™ } 


the procurement of hotel and 
] mn nr } 
i] supplies and equipmen I 
ainly want to know 
and wha 
etrermines 


for 


we buy 


purpose ne 
obtainable 


rpose 


pur} 


Just as those simple specifications of 


color, thread count, size and hem de 


note certain characteristics that are 


important to the end use of that sheet, 
that is 


ind in defining the quality 


desired, so are the specifications of 


the other comm ‘ditties important to 
us in purchasing the desired quality 
Specifications can be obtained from 


National 
U.S. Department of 


the Bureau of Standards of 


Commerce 


commodities 


the 


that cover the types of 


regularly purchased by the housekeep 


ing department. These include such 


items as SOUPs paints cleaning com 


pounds, cotton textiles prod 


blankets 
if these specifications are not referred 


order 


paper 


ucts and many others. Even 


to specifically in placing your 


they can be an excellent source of in 


formation about the quality that should 


be considered when purchases are 


made Specifications pertaining to 


your purchasing can also be obtained 


from state, County and municipal Lov 


ernments, and from some manufac 


associations which have 


mulgated standar 


turers pro 


1s for their own prod 


ucts. Your problem would then be to 


find manufacturers who regularly make 


hese products to meet the specifica 


trons 


It the federal or other agency speci 


fications are not practical tor our pur 


pose, we should set up our own speci 


fications. It may be wondered if any 


housekeeper with all her present re 


sponsibility could find the time to 


through 
} 


rry 1 quality 


control program which involves the 


wccumulation of specifications, stand 
rds and frequent test checking 
That 


story There 


consideration brings me to a 


i certain hospital 


lern 


was 
that had just been thoroughly moc 
director noticed 

housekeeper was not 

it her daily share of compli 


He .< illed 


ind said reproac h 


and blue forms 


I don't think you're 


Miss Jones 


with our efficiency sys 


ing 
havent filled our all 
Lx CTOr 


time 


your 
the housekeeper 
Somebody has 
j 


rk around here 


lepartments to the extent of 
up our « specifications, we 


basis of 


for particular 


wn 

m the 
requirements 
the basis of our ex 


or with similar 


a certain brand 


We 


flame as 


may even set 


our standard. Example: A 
suitable sheet 


White Eagle 


our 


manufacturer makes a 
he refers to as 


W hite 
Incidentally, 


which 
We 
standard 
manufacturer's pledge of quality and 


set Eagle” as 


brands are a 


may 


usually run uniform in quality 

In using brand names, we should 
be aware that the manufacturer's name 
identify a 
When 
a manufacturer makes several grades 
will be a 


alone does not necessarily 


parucular standard or quality 
of the same product, there 
different name for each grade. For 
example, some of the textile companies 
make sheets of various thread counts 
which are put out under a label bear 
ing their company name together with 
i brand name. The brand name is the 
key to the quality of that particular 


And, of 


with 


sheet course, you are all 


familiar the many confusing 


names applied fo any one company 5 


list of and waxes. It usually 


a brand 


SM 1APs 


has a brand and name to fit 


every situation, including your insti 


tutions budget 


In setting up your own specifica 


tions, it is Considered sound and wise 


purchasing policy to seek the counsel 


of the user of the product or the 


individual in charge of the department 
That 


is generally well quali 


that uses it person, if he ts 


CONSCLICNTIOUS 


fied to advise on the requirements of 


some products, inasmuch as he is con 
stantly working with them and has a 
firsthand opportunity to observe their 


behavior in application, their per 


formance 1n use, and their results and 


conditions after use. In other words 


that person s information 1s equiva 


lent to that of a testing laboratory 


which ts often the best source of in 


formation on performance and quality 
In connection with the two products 
just mentioned, namely, soap and wax 


there are, as you undoubtedly know, 


} 


so-called iccepted 


up 


termined by tests performed by manu 


many specifications 


ilready set Some of them are de 
tacturers themselves. Others have been 
letermined by various testing bureaus, 
such as the Hospital Bureau of Stand 
irds and Supplies. Also, there ts the 
list ot 


as issued by the 


pproved soap and wax pro 


{ Association of 
Other 


a list of recognized 


ucers 


Floor Covering Manufacturers 


than serving as 


producers, this list is of no significant 


value 

With all the differences of opinion 
and with all the fantastic claims being 
the maximum = and 


made regarding 
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PEOPLE LIKE THESE MAKE 


ay vt Ray 


PURCHASING AGENT SAYS: 


I have to practice 
economy, without impairing 
hospital standards. And 
Ive found the best wav to 


\ do that is to purchase 
il our soaps from the 
same dependable source 


Colgate-Palmolive-Peet. 


“WV hy, Colgate’s Floating Soap Is 
ade ¢ spectally for hospit il use 
Meets the most exacting 
requirements for purity. 
mildness. and lather 
It comes in a wide 


range of sizes, t 


“mp , \ 
OTT TT de 


AU 3 Agree on CPP 


Colgate-Palmolive-Peet Compan 


Chicago 1], Ill. 


Jersey City 2, N. J. Atlanta 3, Ga. 
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“Ive always relied on 
CPP. soaps. They meet 
our highest requirements 
for purity and mildness. 
And there's a C.P.P. soap that 
fits every hospital need— 


pleases every patient. 


‘Palmolive. for instance, 
is popular with patients 
and nurses alike. Men 
enjoy its refreshing 
fragrance— women 
like its soft 
-2 ‘Beauty Lather’ 
4, for lovelier 
% 


, r\\ 
oP "amay nanww™ 


s 
+ EXPERIENCED NURSE SAYS: 


ys 
% 
“By 


complexions.” 


Patients feel more 
comfortable when they 
find their favorite C.P.P. 
toilet soap awaiting them. 
It's only natural that 
they prelet CPP. s0aps here 


just as they do at home. 


‘Take Cashmere Bouquet 
Poilet Soap—a big favorite 
in private pavilions. 

Women like its delicate 

perfume, soft cleansing 
lather. Really, it’s 

such a luxury for so 
little more.” 


Call in your local C.P.P, 
representative and ask 
him to quote prices on 
sizes and quantities you 
need, or write direct to 
our Industrial Dept. 


Kansas City 3, Kans. > Berkeley 2, Calif. 
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minimum content requirements of a 


1 soap and a good wax, | have 


good 


come to the conclusion that the best 


ad soap or a Wax is to 


on the floors of your own 


n under your own operating 


Have 
' 


rather than the 


crew do 


You will 
j 


you do 


conditions your own 
salesman 
abour it if 


find out more 


Then 


produc if 


determine for yourself which 


shows the most suitable per 


formance under the trathe conditions 


of your own institution 


1 doubr that an extensive program 
of so-called laboratory testing can be 


undertaken by the hotel or 
that in 


However l do 


average 
teel 
should find 


ways and means to check-test our prod 


he spital 


our institutional fields we 


ucts regularly in order to assure our- 
Note foot operated 
brake and swivel lock. tained at a high 


ndards of our 


selves that our quality is being main 
level Commensurate 


the sta instructions 


Speaking of test-checking, I should 


like to call your attention to a check 


th may have occasion to make 


it you 


before placing an order for certain 


types of goods. This ts an interesting 


one that I learned about after some 
nurses uniforms were received, ap 
proved, put into service, and en 


1, 


modeled for me by the nursing staff 
to demonstrate what a fine product we 
1 purchased, and to express the sat 


t 


isfaction nurs 


ind a eciacion of the 
To be specific, it had 


New Look’ in female 


CARRY PLENTY ing department 


lo with the 


OF WEIGHT Tust around dh ae 


was making its appearance, we 


time that the 


occasion to place a large order for 


IN THE irgic ul nurses All specifi 


tyi¢ and material we 


uniforms 


rone into meticulously 
and me 


As you 


HOSPITAL department 


was placed 


surmised, we did 


i338?) rlook fications of length 
he uniform in relation to the ap 

tyles. In fact, the manu 

himself imitted later t 


received our order, it 


Pree 
MANUAL 


that he shou 


conform w 
us double oversigh 
hat after the girls had worn the 
New Look 


became self-con 


nitorms well into the 


DARNELL CORP. LTD gg ie 
LONG BEACH 4 CALIFORNIA cious 


idenly 
ibout outmoded appear 


] 1 
reversed their 


60 WALKER ST. NEW YORK 13. NY 


36 N CLINTON CHICAGO 6 


quality ot 
purch iscd 


to their 


uniforms were now too tight and too 
hor 
All of 


we had worked out the detailed speci 
thei 


this came, mind you, after 


fications very meticulously to 
satisfaction before placing the order 
It goes to prove, however, that style 
must always be considered in’ your 
specifications whenever it may possi 


bly enter into the situation 
Atter 


that the products you buy are of a 


you. have. satisfied yourselt 


suitable quality, check with yourself 


on. this addiuonal point Do 


the products include a by-product tor 


one 
you? In other words, will they con 
tribute some labor or, stated converse 
ly, will they save you some labor? 
For example: will the wax that you 
buy require less frequent application 
than another wax? 


Will the 


less 


application of the soap 


require time and ettort to do a 
clean job? 
Will the 
ing? 
Will fewer paper towels be required 


therefore, re 


sheets require less mend 


to dry the hands and, 
quire less frequent filling of the dis 
penser cabinets? 

In the purchasing field, the buying 
of labor-saving items is known as 
Obviously, it is a 


consider in every 


buying labor 


valuable factor to 


purchase. If enough of those labor 
items could be pur 
chased, probably the faithful 


keeper might even find time to make 


and time-saving 


he USC 


out her daily share of those compli 


cated pink and blue slips that the 


lirector wanted 
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Re LIS Yarnell AN 


REVOLUTIONARY NEW FLOORING: 


PLASTIC-ASBESTOS Floor Tile! 


Has clearer, brighter colors... lasts twice as long...is extremely resilient 


... unaffected by greases, oils, alkaline moisture. 


@ For the first time, an all-purpose flooring that com- 
bines in one material practically all the advantages 
that could be desired in the ideal floor! TERRAFLEX is 
plastic-ashestos Ule —an entirely new type of decora- 


tive floor covering, pioneered and developed by Johns- Manville. 


Terraflex is unaffected by greases, oils, alkaline moisture, and 
mild acid solutions Is remarkably resilient under foot, yet will 
outwear other types of decorative flooring two to one... Tile-like 
units come in clearer colors, more stable than ever before obtained in 
resilient flooring ... Can be safely used on concrete floors in direct 
contact with the ground Flexibility permits Terraflex to withstand 


mal movement of wood floors without breaking. 


See your J-M Approved Flooring Contractor, who will gladly 
tell you more about J-M Decorative Floorings (Terraflex and Asphalt 
Tile). Write for our new Terraflex brochure. Johns- Manville, 
Box 290, New York 16, N.Y. 


Johns-Manville TERRAFLEX — 


eg 


OTHER J-M PRODUCTS: Asphalt Tile—Acoustical Ceilings —Transite* Movable Walls — Corrugated Transite*— Built-Up Roofs — Ete. 














This free Survey of Your Roof 


enables you to plan ahead, avoid 
unforeseen maintenance expense 























‘hehe advantage of this free Johns- Manville 
service to find out the exact condition 

of your hospital roofs. It will enable 

you to make plans vow for repairs and 
maintenance in the future. 

That's what plant engineers and 
maintenance executives /éke about the 
J-M Roof Survey Plan. 

Don’t take your roof for granted, even 
though it doesn't seem to be leaking. Many 
a roof with torn flashings, dried-out felts, 
even rotted decks has been assumed to be 
in ‘good condition.” 

The Roof Survey Report will cover 
all the critical areas of your roof... 
flashings, deck, roofing felts, parapet walls, 
skylights, etc. It will be an accurate 
picture by a roofing expert—the ]-M 
Approved Built-Up Roofing Contractor. 
And it will cost you only the trouble of 
asking for it. 

Let us send you the interesting booklet, 
“Things You Should Know About Your 
Roof.” It gives complete information 
about the free J-M Roof Survey Plan, 
together with the full story of the 
Johns-Manville Flexstone” Asbestos 
"It provides an accurate >cord Roof. Write Johns-Manville, Box 2990, 

New York 16, N. Y. 


Men in charge of hospital maintenance say: 





WE Built-Up Roofs 


Jf 


CORRUGATED TRANSITE* @ ACOUSTICAL CEILINGS : a “. / DECORATIVE FLOORS © *TRANSITE WALLS © ETC. 








SIX REASONS WHY YOU SHOULD CHOOSE 


Adlake Aluminum Windows 


1. NO MAINTENANCE COST! 
Adlake Windows need no painting, 
ne maintenance other than routine 


washing 


2. MINIMUM AIR INFILTRATION! 
A unique combination of non-metal 
lic weatherstripping and patented 
serrated guides assures maximum 


weathertightness 


3. FINGER-TIP CONTROL! 

You can raise and lower an Adlake 
Window with one finger— millions 
of times—each operation ‘as smooth 


and fast as the one before. 


4. NO WARP, ROT, RATTLE, 


stick or swell, ever, with weather- 
defying Adlake Windows! 


5. EASY INSTALLATION! 

You put Adlake Windows into com- 
pleted masonry openings. It’s so easy 
to do that a perfect job is assured if 
the simple instructions are carried 


out. 


6. STURDY, LUSTROUS ALUMINUM 
construction makes Adlake Windows 
the most beautiful windows on the 
market today. And their beauty 


lasts! 


IF YOU PLAN to build or remodel, why not drop us a post card today 
for complete data? Address: 1105 N. Michigan, Elkhart, Indiana. 


No obligation, of course. 





AE) QUALITY >\: 
Re Appnoven & 


DH-Al 


AW MA Quality Spectications — Materats Constrac 
toon Strength ot sections and Aw wfutrat 
contumed by P Tess ’ 





THE 


Adams & Westlake 


COMPANY 


Established 1857 
Chicago 
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NEWS DIGEST 


Hospital Rates Up More Than Other Medical Costs . . . Passavant Hospital 


. A.M.A. Starts Medical Education Survey . . . 


to Open Nursing School 


Urge Reorganization of Boston Hospitals 


Sydenham Operated by City 








Hospital Rates Have Increased More Than 
Other Medical Care Costs, J.A.M.A. States 


CHICAGO 1 sharp increase in 


ital room rates for | 


cording f t to some extent t 


Frank G. Dickinson, direc to 
of Medical 

verican Medical 
1 the J 


A att 


Econom decline 1 


Assi 


) 


recent Nn prices ¢ 
materiall 
red in 
merican Medica 
month. Ma 


( 


i perating f hospital 


king a compar 


son 


Price Index 


MAS onsumers 


School of Nursing 


CHICAGO 


lary index of m«¢ 
| Burea 


Dickinson 


> ot Passavant 


states that innounced — the 


re items will Tho 


three 


I 1¢ Adding a di in 


leading 


a Bachel 


rse 


Northwestern 


ce 


vinitl 


said Ric 


1; 
Mrs 


troners services 


services ne spital ¢ 


Lists 
the skills and te 
ind = the 


id 


I 


the sadaaith 


ar 


course 


1on 


rs and 


teachers 
No school of nursing 
Passavant 


was explained 


Hospital 
Students 


h 


will li 


House 


nea;r 


school ave 


Ww orcester 
j 


ny 


} 


Ala 


Vant 


j 


located th 
The 
fal 


} 


| 


} 


next with 


gra 


cite igh scho 
r ] r 
natriculatior 


credit acquire 


school wil 


and 


the 
INIVEFSIty 
Mr 


non 


Vanderwarker 
fees were 
$90 


t year fe 


raise their rates earlier 


Passavant Hospital to Open 


opening 


for future 


an 


initial class will be 


} 
Cedi lec 


Announced 


A.M.A. Undertakes Survey 

of Medical Education in U.S. 
CHK A three-year ot 

medical education in the United States 


AGO survey 
index of 
1947 

ot 
The 
f farm prod 


reduced 


the 
48 over is now under way. It is being conducted 


he failure by a special committee sponsored by the 
( ouncil ot Medical Education and Hos 
pitals of the American Medical Associa 
the tion and by the Association of American 
Medical Colleges 


The survey is to evaluate present pro 


\ 


Ss 


grams of medical education and to de 
termine future responsibilities for the 
Next Fall 
Hospital 
next 


School 


purpose of 
here ] 
fall 

ot 


Improving it so as better to meet 


the over-all health needs of the Amer 


rne can people 


year Course Assessing the degree to which 


, | 
nursing and medical schools are meeting the needs 


to a diploma 
of 


University 


ot the country for physicians 


or Science 3. Promoting the advancement of 


medical knowledge 
ses 18 TO 


1. Informing the public concerning 


the nature, content and purposes of 
1 and 


hard D. Van 


with 


hospit medical education 
According to Dr. Donald G. Ander 
of t A.M.A.., 


years since the last survey, during which 


Mn em- son he it has been fifteen 


chnics of bed 
t 


mal objective 


ywevention § « 


time major changes have taken place in 


the structure of medical education 


to 


provide 
} 


nursing 


year and $20 for the third year. Loans 


to $200 are available to qualifying 
1a 


has existed at lf 
] 


if stud 


heretofore, 1 ents, hospital officials said, anc 


in the Passa- number of scholarships are available to 


ving quarters qualified applicants in need of financial 
assistance 

In addition to Mr. Vanderwarker, oft 
cials ot M ] 
Wangen, director, who is also director 
of the hospital nursing services 


Wyant, 
Barnum, 


apartme nt 


e hospital, it 


the school are Clare 


j 


1 


en 
duation from 


ol 
1 College 


as a pre Annie 
and 
ot 


nurs 


Lauri associate director, 


} 


ad director 
service and oft 
Members of the Northwestern 

Medical School 


nursing 


nursing 


d_ before June associate 


| be evaluated instructor 


1 accord ing arts 


said University faculty will 


{as $240 instruct the students, it was 


x the second explained 
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HOSPITAL LIQUIDS presents and now offers you 
Shaw Solutions with the new *STERIL-PAKT SEAL, 
tamper-proofed into the top of every bottle—a visi- 
ble, sure, proof of sterilization. A new protection for 
you, a new protection for your hospital, a new pro- 
tection for that most important person of all, your 


patient. 


To understand the importance of this forward step, 
it must be realized that most solutions have the vacuum 
drawn BEFORE sterilization, THEREFORE, THE PRES- 
ENCE OF VACUUM IS !N ITSELF ABSOLUTELY NO 
PkKOOF OF STERILITY. The vacuum would be there 
whether the solutions were sterilized or nof. 


But the STERIL-PAKT SEAL, by visibly changing color 
during sterilization gives you visible, fool-proof evi- 


dence that the solution in the bottle has been sterilized, 
The seal is purple before sterilization, green after- 
ward. Every seal tells what color to look for, it must 
be green to pass our laboratory inspection, it must be 


green before your nurse opens the bottle. 


We don't ask you to rely on the presence of vacuum 
nor to rely on the human equation. We PROVE to you 
that the solution has been sterilized, visual proof— 
which is the best answer to any question! Of course, 
our regular laboratory tests are done on every batch 
in conformity with the U.S.P. requirements, but the 
STERIL-PAKT SEAL gives you assurance that every 
bottle in every batch has been properly sterilized in 


our laboratories. 


Let us send you at no charge a case of six bottles of any Shaw Solution with 
the STERIL-PAKT SEAL, so that you can see for yourself the advantage of 
this and many other features of SHAW SOLUTIONS AND HAEMOVACS! 


*STERIL-PAKT is the trademark of Asepti-Thermo Indicator Company, Los Angeles, California, who furnish us th 


HOSPITAL LIQUIDS 


Laboratories at Chicago, Ill. 


2900 S. Michigan Ave., Chicago 16, III. 
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NEWS... 


New York City Takes Over Operation 
of Sydenham Hospital to Prevent Closing 


New York City The Sydenham 


Hospital which has been operated as a 


voluntary institution on an interracial 


basis here for the last five years was 


taken over by the City Hospital Depart 
ment last month as an alternative « 
closing on account of financial dithcul 
ties. The City Department will operate 
the hospital for sixty days while hos 
pital, community and city officials de 
termine final disposition of the opera 
tion Permanent operation as a City 
hospital seems likely, according to ob 
servers here 

Dr. Marcus Kogel, hospital commis 
sioner, said that employes would “ulti 
back 
We are not responsible 
Doctor Kogel said, “but 


ot 


mately” receive wages under the 
city Operation 
for back wages 
them have been 


1 understand most 


Graham Davis Testifies 
at Hearings on Order 
Canceling V.A. Hospitals 
WASHINGTON, DQ 
the recent presidential order canceling 


of 


hospital construction projects 


Hearings on 


a number Veterans Administration 


have been 
in progress here tor several weeks, with 


the American Hospital Association and 


other professional groups urging reten 


cut back” order and various 


tion of the 


veterans and local groups seeking re 


instatement Of specific projects 
Graham Davis, past president of the 
A.H.A 


cond 


appeared before the committee 
hearings to explain the 
Mr. Davis said 
itional Veterans 


ities would 


the 


Icting 


iIssociation s Oppe sition 


that construction of add 


not De 


j 


Admiunistratu 


necessary rangements il 


worked out for necessary 
] 


in comm NoOspitals 


nity 


unnecessary services for non-service con 
nected disabilities could be eliminated 


Fred A. McNamara 
the Budget 


} 


} ral 
OSp il 


Bureau, said the 


been ordered by President Truman 


Admin 
McNamara 


ithout consulting the Veterans 


owever, Mr 
of the Bud 


Burea 


ilding the Veter 
Mr. McNamara said 


patient load in 


ins 


overb 
ition system 
ly of the 


Veterans Administration 


tion wa 


cated the cone 


months 


132 


trom the time 
March 3 
1927 and 
accommodates 209 patients, serving the 
of West Harlem. It 


has been operated for the last five years 


paid. We are responsible 
we took the hospital over,” 1. 

The hospital was built in 
low income area 
by a group of New York citizens who 


developed a on the basis of 
white and Negro physicians serving both 
white and Negro patients. “Our only 


had too little 


program 


sin was that we money, 
said Harry (¢ 
of the hospital board. “We certainly 
Doctor Kogel 


The city gs not anxious to take 


need the hospital here, 
stated 
this over, but such a hospital as Syden 
ham must continue It we stay here 
we will develop a comprehensive pro 


We Harlem 


we will do our best 


gram know what needs 


ind 


Acceleration in handling patients has 


reduced the back log of applications for 


veterans’ hospitalization, he explained 


St. Louis Community Fund 
Raises Rates to Hospitals 
The 


authorized 


St. Lowuts Community Fund 


ere has payment to par 
ticipating hospitals for Community Fund 
patients on the basis of an $8 per patient 
day or the hospital's per diem cost per 
patient, whichever is lower, Ray Kneifl, 
secretary of the Catholic Hospital Asso 
ciation, reported last month. The new 
rrangement replaces a flat rate payment 


ay, Mr. Kneifl stated 
fund's committee 


f $Siad 

The 
recognized the need for reimbursing hos 
Mr. Kneitl 


The fly in the ointment, how 


finance has 


pitals on Cost basis cx 


plained 


ever, he continued, “is the fact that in 


the allocation of funds for hospital and 


clinical services the amount is not 


suthcient to meet the over-all costs of 


services rendered by voluntary hospitals 
on behalf of Community Fund patients 


As 


payment on the basis of $8 per patient 


result, the board has authorized 


r 


whichever ts lower. Obvious 


cost 
ly. nor all hospitals ire cost 


tor 


receiving 


is remuneration services rendered 


nevertheless, the basis of payment for 


hospital service is much more satisfac 
As 


hoped that gradually 


ry than previously a result of this 
step forward it ts 

more realistic and satisfactory hospital 
relations program may be developed by 


the Greater St. Louis Community Fund 


Oppenheimer, president 


| Reorganization of Boston 

| Hospital Facilities, Services 
‘Urged in Community Study 
Addition of general and 
Boston 


BOSTON 
special hospital beds for the 
area, drastic revision of hospital charges, 
replacement of some existing schools of 
nursing with training programs for 
licensed attendants and other changes 
in hospital service were recommended in 
the hospital division report of the Great- 
er Boston Community Survey, released 
The report was based 
on an extensive study of 
pital care facilities directed by Dr. Basil 
C. MacLean and Dr. Albert W. Snoke 

Merger of the Massachusetts Wom- 
en's Hospital and the New England 


Baptist Hospital was also recommended 


here last month 
Boston s hos- 


as an important step toward better co 
ordination of the city's hospital facilities, 
together with consolidation of the cor- 
ot and ad- 


Various ot 


structure the statts 
ministration of 
New England Medical Center 


Noting that Boston's hospitals were 


porate 


units the 


operating at increasing losses, the sur 
veyors recommended adjustment of rates 
to ensure that for no type of service 
shall the total charges be less than the 
cost of rendering the service.” Unitorm 
accounting and statistical methods were 
also urged, with periodic uniform cost 


analyses 


Frank Lloyd Wright to Speak 
at Hospital Planning Session 

WASHINGTON, D.C.—The 
for a three-day conference on hospital 


program 


planning to be held at Biloxi, Miss., 
May 19 
ot 
and architectural colleges in the 


to 21, under the sponsorship 
a group of public health agencies 
South, 
was announced here last month by 
Moreland G ot 


executive Committee for the conference 


Smith, chairman the 

Principal feature of the program will 
be an address by Frank Lloyd Wright, 
internationally celebrated architect, who 


Gold Medal 


ot the American Institute of Architects, 


was recently awarded the 


the announcement said. Others who 
will address various meetings of the con 
ference include leading authorities in 
the fields of public health, hospital ad 
ministration and hospital planning, Mr 
Smith said 

Architectural colleges taking part in 
the conterence have sponsored a com- 
petition which will be judged on the 


opening day, it was explained 
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Get Cooking Top Capacity! Jae 
Get Oven Capacity! = sersarazetmrene 
Get GARLAND! 


with gradually receding temper- 
atures toward the back. 

You get a big cooking top 34” wide — big enough to 

take two big stock pots side by side -deep enough to 

take two more big pots behind them. And an unbe- 

lievable flexibility of heat control—thanks to Garland’s 

exclusive front fired burners. 











You get a big oven—24” wide by 29” deep by 15” 
high—noted for excellent performance in baking and 








roasting—ruggedly built to take hard wear. 


Thus the Garland range gives you the most efficient, 
most economical use of valuable kitchen space. It saves 
steps. It promotes efficiency. It gives you the flexibility 





you need to keep all equipment in continual use. It helps 


you keep food preparation costs down. Amazing flexibility of heat control 
By aris ‘ . all find is possible because each front-fired 
y every comparison you wl - burner is individually controlled. 


that Garland, the leader, is your best 
buy. See your Garland dealer. He was ‘ < 
selected for his ability to serve you well. 


WHS 7 | 
aH, a 


ANS 
ON Sp 


A“ 


Garland Dura-Built Ovén 

Heat Control maintains ac- 

curacy in severe service. Holds Place food anywhere in Garland 
food shrinkage to a mini- oven. Continuous even heat 
mum. Heavy insulation keeps circulation prevents hot spots, 
heat IN the range—OUT of cold spots. No turning of baked 
the kitchen. goods needed. 


GARLAN D' *120en 94 


Heavy Duty Ranges + Restaurant Ranges * Broilers * Deep Fat Fryers + Toasters 
Roasting Ovens * Griddles * Counter Griddles 


PRODUCTS OF DETROIT-MICHIGAN STOVE CO., DETROIT 31, MICHIGAN 


“REG. U. S. PAT. OFF 
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100 Years of 
RESEARCH 


on a basic discovery 


first PHENOL 


Popularly called carbolic 
acid, phenol is a powerful 
caustic poison with dis- 
infecting qualities. It is 
toxic and has the charac- 
teristic phenolic odor 


then CRESOL 


Derived from phenol, 
cresol is less caustic and 
has a strong- 
smelling odor in use 


toxic. It 


today... 


ARO-BROM :: 


The Modern, Non-Specific 


Odorless, non-corrosive 
and non-toxic, ARO- 
BROMG.S.is a highly 
effective disinfectant 

completely safe in use 


With excellent penetrat- 
ing power, ARO-BROM 
is extremely economical 
for large-scale disinfec- 
tion of furniture, floors 


and bedding. 


No radical departure 
from the accepted princi- 
ples of older disinfect- 
ARO-BROM was 


derived from cresol by 


ants, 


molecular synthesis. 
Write for information 


ARO-BROM G.S. is made by the 

makers of SOFTASILK S71 SURGICAL 

SOAP... another product of the 
research laboratories of 


The GERSON-STEWART Goze 


LISBON ROAD - CLEVELAND, O10 


NEWS... 


Crabtree Evaluates 

Health Resources at 
Wisconsin Hospital Meeting 
The task of 
nation’s hospital and health re 


MILWAUKEI evaluat 
ing the 
event of another war was 
James A. Crabtree, 
director of the National Se 
Board, at 


mid-winter conference of the 


sources in 
described by Dr 
medical 
annual 
W iscon 


last 


curity Resources the 


sin Hospital Association here 


month. Dr. Crabtree's division will con 


duct idies three areas, it was 


explained, professional personnel, sup 


plies and equipment, and hospital and 


health facilities 


said that conflice and 


Dr. Crabtree 


duplication of health resources among 


various government and civilian agen 


cies during the last war resulted in de 


plorable wastes of materials and per 
present 


The 
j 


were lescribed as a 


sonnel studies by the 


N.S.R.B 


BOS 4 


milestone 


first 


istory in that it is the 
time this country has ever had a peace 
agency planning for na 


rime civilian 


tional SCCUTITY in event of war, Dr 


said We 


l 
to make the greatest possible economies 


Crabtree must be prepared 


health resources 


he concluded 


n the use of all our 


in event of another war 


Dr rabtree named as the principal 
health resources problems existing to 
day the shortage of trained professional 
concentration of facilities in 
lack ot 


financial instability of 


personnel 


large metropolitan areas unl 
fied organization 
professional schools, lack of adequate 
hospital and public health facilities in 
many areas of the country and financial 


instability of many voluntary hospitals 


Merton Knisely, administrator of St 
Luke's Hospital, Milwaukee, was named 


president-elect of the 


pi association 
ing the conference. Mr. Knisely will 
succeed Alida M. Jacobson, Bellin Me 
morial Hospital Bay 
came president during the conference 


Kling- 


dur- 


Green who _ be 
following retirement of Esther ¢ 
mann of Neenah 

Orher 
meeting were 
Sodt 


officers named during 
first vice president, Wil 
Passavant Hospital, Mil 


president, Sister 


ham G 
second vice 


Joseph's Hospital, Mil 


Ww iukee 
M. Estelle, St 
waukee; treasurer, Stanley Sims, Luther 
in Hospital, La 
Harold Coon 
pital, Madison 
Nearly 


guests were in attendance at the one 


trustee, Dr 


Hos 


( rosse.: 
Wisconsin General 
issociation members 


S00 


conference 


Fishbein and F.S.A. 
Official Will Speak 
at Tri-State Banquet 
CHICAGO.——-The 
Tri-State Hospital Assembly, sponsored 


nineteenth annual 


by the hospital associations of Illinois, 
Indiana, Michigan and Wisconsin, will 
and 4, 


) 


be held in Chicago May 2, 3 
Dr. Malcolm T. MacEachern, chairman, 


has announced. Programs for the after- 


noon sessions of the thirty-two sections 
are being planned by their own chair- 


men, and the executive Committee is 


planning the programs for the general 


assemblies and evening meetings, Dr. 


MacEachern said 

Addresses at the annual banquet will 
be by Dr. Morris Fishbein, who will 
present the national health plan pro 
Medical As 


ot the 


posed by the American 


sociation, and a representative 
Federal Security Agency, who will de 
scribe government proposals 

Themes for the three general assem- 
blies will be “Serving the Community, 
The Voluntary Hospital System Best 
Serves Our People,” and “Satisfied Em- 
ployes Promote Good Hospital Care 
A forum May 


financial 


will be devoted to dis 
cussion of considerations in 
the rendering of x-ray, laboratory and 
services [tO was 
innounced 

Mrs. Morris Fishbein 
the Auxiliary Shop at Chicago Lying 
In Hospital, and Mrs. Arthur Ingalls 
president of the auxiliary of Presbyte- 


the 


anesthesia patients, 1 


who conducts 


rian Hospital, are co-chairmen of 
Hospital Auxiliary section, a new fea 
program. Both women arc 
members of National 
Council of the Auxiliary Section of the 
American Hospital Association, which 
was organized in Atlantic City in Sep 
tember 1948. It is planned to have 
prominent auxiliary members from each 


ture of the 


the Executive 


four states describe activities in 
areas, to be followed by general 


ot the 
their 
discussion, at a luncheon and meeting 
to be held May 3, the announcement 


said 


Confer on Functional Music 

CHICAGO.—Many hospital musicians 
and teachers of the handicapped within 
a radius of SOO miles of Chicago at 
tended a three-day conference on func 
tional music held here beginning March 
25. It was sponsored by the Chicago 
Musical College and the University of 


Illinois Professional Schools. 
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“Better have Bill put some new rubber into that 
bumper. Lhe corner doesn't look too good.” 


Any dietetian or supervisor can make such a suggestion 
if it's an Ideal Food Conveyor, because “Bill” or any- 
body else—even “one of the girls” can take out a 
worn or damaged section of the rubber in the guard 
rail bumper of an Ideal. No special tools are needed. 
There are no screws nor bolts. The worn section is 
cut, lifted out and replaced with a new piece cut from 
a strip. The specially molded rubber strip can be pur- 
chased by the foot. 

No part of any Ideal is inaccessible. You can remove, 


They are Patented 


The many valuable advantages 
of Ideal special design and con- 
struction cannot be found in 
any other unit. These priceless 
results of Ideal research, study 
and long experience are fully 
protected by patents. 





repair or replace any thing including heating ele 
ments with just ordinary tools—like a screw driver 
or pliers. And anybody can do it. It’s seldom necessary 
but always quickly and easily possible. 

Repair and replacement parts for any Ideal Food 
Conveyor ever built are readily available. We supply 
service parts for lots of Ideals that have been in con- 
stant use 10, 20, 25 years and more. Your investment 
in an Ideal is safe. 

Built in many models and sizes the Ideal line squarely 
meets every service and budget requirement. Write for 
catalog and specification data. 


THE SWARTZBAUGH MFG. COMPANY : TOLEDO 6, OHIO 


ESTABLISHED 1884 


Distributed by The Colson Cerperatien, Elyria, 
Ohie - The Celsen Equipment and Supply Cem- 
pany, Les Angeles and Sen Francisco. in Can- 
ada: Canadian Fairbanks-Merse Company. 
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NEWS... 


Four Associations Join 

to Promote Programs for 

Control of Chronic IlIness 
CHICAGO.—The American Medical 

Association has made available a fund 

of $25,000 to set up a commission on 


illness, it was announced here 


The 
national education 


j 


campaign fund, it was explained 


chronic 


last month sum wll be drawn 


trom the 


Purt he I iSSIOT ll be t 
urpose of the commission will De t 


promote programs tor the control of 


chronic illness in every state, the 


for 
protection that would have cost so little! 


with 


The 


chronic illness is one of the major chal 


nouncement said patient 


lenges to modern society. Sooner or 


later illness 


some form of long-term 


members in most 


an A.M.A 


estimate 


affects one or more 


families of the nation, state- 
said A 


more 


ment conservative 


than one-sixth of 


afflicted with 


that 


suggests 
the population is some 
Approximately 2,009, 


States 


chronic disease 


QOO persons in the United are 


chronic invalids at the present time, and 


the number is steadily increasing 





A well-designed building is a well-protected building. And no 
protection is more important than the fire warning system. 


Couch Fire Alarm Systems are designed to provide just such 
reliable protection by making it possible to sound an alarm 


to call outside help . 
there’s one to fit your needs. 


in a jiffy. From the many types available 


Bulletin 116 gives complete specifications on all Couch Fire 
Alarm Systems. Get this handy reference by writing today. 


eter tere tent bene tee 


PARA AA RA RA RA RAO 


TRC CUTE TUTE CREE CEE CREE TEED EES be 


watch station transmits 


a wide variety of signal alarms 





One of several types of Couch protective equipment 
for around the clock protection in large buildings 
distinctive 
on paper tape along with hour and date 





° provides 
each fire and 
which is recorded 


signal 
be installed with 


may 


code 








S. 


DEPT. 
PRIVATE TELEPHONES for 
APARTMENT HOUSE TELEPHONES 

PLANTS and 


HOME and 


H. COUCH COMPANY, inc. 


204A NORTH QUINCY 
snd MAILBOXES 
PUBLIC 


73, BASS. 


SIGNALING SYSTEMS 
SYSTEMS for INDUSTRIAL 


HOSPITAL 
FIRE ALARM 
BUILDINGS 


chronically 


The commission ts a 
of the A.M.A., the American Hospital 
Association, the American Public Health 
the American Public 


and was recom- 


joint project 


Association, and 
Welfare Association, 
mended by the Section on Chronic Dis- 
ease of the National Health Assembly 
Dr. James R. Miller, Hartford, Conn., 
member of the board of trustees of the 
A.M.A., is chairman of the commission 
Other members are Dr. Thomas A. Mc 
Goldrick, Brooklyn, N.Y., representing 
the A.M.A.; Dr. Albert Snoke, New 
Haven, Conn., and J. Douglas Colman, 
executive director, Maryland Hospital 
Service, Baltimore, representing the 
A.H.A.; Dr. Dean W. Roberts, Maryland 
State Health Department, and Dr. Ed 
ward S. Rogers, University of Califor- 
representing A.P.H.A. The 
commission will include also representa 


nia, the 
tives of the general public, education, 
churches, hospitals and medicine, agri- 
culture, labor, public 
health, psychiatry, journalism, nutrition, 


Management, 


end economics and sociology 

The commission has suggested the 
following objectives 

1. To modify the attitude of society 
that chronic illness is hopeless; to sub- 
stitute for the prevailing over-concen- 
tration on provision ot institutional 
care a dynamic program designed to 
prevent chronic illness, to minimize its 
disabling effects, and to restore its vic- 
tims to a socially useful and economi- 
cally productive place in society 

2. To 


chronic 


the problems arising 
age 


clarify 
illness among. all 


full 
its medical 


trom 


groups, with realization of its so- 


cial as well as aspects 


3. To coordinate separate programs 
for specific diseases with a general pro- 
gram designed to meet more effectively 
the 


which are common to. all 


ill regardless of the cause 


needs 


or causes of their illness. 

1. To clarify the interrelationship of 
professional groups and agencies now 
working in the field 
stimulate in state and 


5. To every 


locality a well rounded program for the 
prevention and control of chronic dis- 
eases and for the care and rehabilitation 


of the chronically ill 


Practical Nurses to Meet 
New York Ciry.—The eighth an 

nual conference of the National 

Nurse Education 


Horel 


A SSO 


ciation for Practical 


will be held ar the Statler here 


May 16 to 18 


The MODERN HOSPITAL 





Columbia Restaurant 


goes 100% 


WeareEver Aluminum 


Cooking here MUUST be good. For Columbia has a repu- 


COLUMBIA RESTAURANT, TAMPA, FLA.—Individual or 
party orders of famous Columbia specials such as Chicken 
. . iw : and Yellow-Rice are served at the table from the special 
tation as one of the South’s finest restaurants. featuring eevee ddatiagen conte gunsta ethan eeecndied: 
Spanish food. 

Columbia Restaurant uses only Wear-Ever Alumi- table. It takes plenty of handling without denting 
num because it always gives uniform cooking results. or gouging and helps keep hot foods hot. 


That's because aluminum spreads heat fast and evenly. For information about Wear-Ever hitehen uten- 


As a plus. Columbia chefs know Wear-Ever Aluminum sils and steam-jacketed kettles see your supply house 
is a metal that is friendly to foods. Also that the extra representative or write: The Aluminum Cooking 
hard alloy from whieh it is made gives long wear and Utensils Co.. 704 Wear-Ever Blde.. New Ken- 
heeps so good looking it can be used for serving at the sington. Pa. yy 


o 


) 


~ 


pesseeseeeeeeeuere a 
an 


& The Aluminum Cooking Utensil Co. 
a 704 Wear-Ever Bidg., New Kensington, Pa. 


Please send me complete information about your line. | am 
interested in: 
[_] Utensils [_] Steam-Jacketed Kettles 


WEAR-EVER NAME.. 
4 WITH 
c 

ALUMINUM ADDRESS 
4 city 
MARK ame 

TRADE eens Beeeweew eee eee eee @ oo I 


atc.us oat 


ae eee ee oI 
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This beats 4 magic carpet! 


Air Express can bring you pharmaceuticals, medical 
and dental supplies from any U. S. point . . . overnight. 
And that’s better than old-style magic! Air Express is the 
fastest way you can find to ship or receive. No delays, 
because shipments go on every flight of the Scheduled 
Airlines. 

What’s more you get special door-to-door service at 
no extra cost. With low Air Express rates, you can use 
this fastest service to keep inventories low. Let Air 
Express keep things running smoothly. 


Specify Air Express-Worlds fastest Shipping Service 


Low rates—special pick-up and delivery in principal U. S. towns 
and cities at no extra cost 

@ Moves on all flights of all Scheduled Airlines 

@ Air-rail between 22,000 off-airline offices 

True case history: Chicago hospital regularly receives drugs and vac 

cines by Air Express. One of a score of recent shipments: 3-lb. package 

picked up 6 p._M., Springfield, Mass., on 13th, delivered 4:10 a.m. the 

14th. 786 miles, Air Express charge only $1.34. Any weight inex- 

pensive, too. Phone local Air Express Division, Railway Express 

Agency, for fast shipping action, 





GETS THERE FIRST 


Rates include pick-up and delivery door 
door in a!! principal towns and cities 


AIR EXPRESS, A SERVICE OF RAILWAY EXPRESS AGENCY AND THE 


SCHEDULED AIRLINES oF THE U.S. 





NEWS... 


Marguerite Ducker Receives 
McGaw Award at N.U. 
Administration Course 

CHICAGO.—Marguerite M. Ducker 
received the Mary McGaw Memorial 
Award Certificate as the graduate with 
the highest scholastic standing - of 
Northwestern's graduate course in hos- 
pital administration, according to a re 
cent university announcement The 
award was presented at a meeting of 
Northwestern's Hospital Club, held at 
American College of Surgeons head 
quarters here. The presentation was 
made by Foster G. McGaw 

Officers of the Hospital Club were 
named as follows: president, Wade ¢ 
Johnson; vice president, Rev. Paul K 
Potter; recording secretary and treas- 
urer, Floyd F. Krohn; corresponding 
secretary, Pearl Cheng; historian, Mar 
jorie Ann Sanders 

Committee chairmen are: graduate, 
Dr. Arnold B. Swanson; undergraduate, 
J. C. Byrd, and special student, Lar- 
rain White 

Another Northwestern hospital ad 
ministration student, R. Edwin Haw 
kins, has been named president of 
Alpha Delta Mu, the university's hos 
pital administration fraternity, it was 
announced recently. Other fraternity of 
ficers elected are: vice president, Law 
rence Smith; secretary, James Wein 
zettel, treasurer, John W. Etsweiler 


alumni secretary, Bess Graham 


N.Y. Voluntary Hospitals 
Not in Immediate Need 
of State Funds, Report Says 
ALBANY, N.Y.—Voluntary hospitals 
in New York State are not in immedi 
ate need of financial help from the state 
legislature, according to an interim re 
port by the Joint Hospital Survey and 
Planning Commission headed by Dr 
Eli Ginzberg, associate professor ot 
economics at Columbia University. Doc 
tor Ginzberg added that the commis 
sion’s opinion that the financial position 
of voluntary hospitals “is not so precari- 
ous as to warrant immediate financial 
assistance by the legislature” was based 
on the assumption that there would be 
no serious business depression in 1949 
The commission has made an inven 
tory of all hospital facilities in the state 
as a basis tor recommending a compre 
hensive hospital program. It is the 
agency which administers federal grants 
for hospital construction under Public 


Law 5. it was explained 
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ROI LT fhe LIF 


meomek om enek, A's 2 Gels: 


Yes, there’s a big swing towards specifying 
Prometheus when it comes to Food Conveyors 
There is a Prometheus model for every 





requirement. 
Prometheus Food Conveyors are soundly en- 
gineered and built of the finest materials... 


stainless steel bodies, wells and inserts assure 








years of dependable service. 


(Above) Model No 
1038 — Serves 60 to 
110 patients. Note 
heated drawer —large 
enough to accommo- 
 Adeammsiadime walt cane At left) Model No. 1090 

Outdoor Model. 14” pneu- 


motic tires available in vari- 








ous combinations 


Below) Model No. 1023 
Tray Conveyor. 4 heated 
shelves, 1 cold compartment 


holds 20 trays 











Prometheus Food Conveyors are at- 
tractive in appearance, compact in 
size, easy to handle and economical 


in cost and operation 


Send for descriptive circu- 
lar giving full details of 
varivus designs, capaci- 


ties and special features 


EST 13TH. ST.CNEW: YORK: 14.'N. Y 
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NEWS... 


Magnuson Proposes Medical Care 
Program With Emphasis on Diagnosis 

WASHINGTON, D< A plan for World War Il. He characterized 
nationwide medical care based on an 
all out attack on its most costly element 
diagnosis, was offered recently by Dr 
Paul B 
tor of the Veterans Administration. The 


Magnuson, chief medical direc 
Association Dr 
effect of | an, Dr. Magnuson de calls for the following four points 
clared muld extend to the rest l 
of the same type of 


dical services that have 


populat on. the 
been built 


e veterans since the end of 


sparsely settled areas), 


"Greater Versatility 


WITH ONE 70mm FLUORO-RECORD CAMERA 





ONE CAMERA can now D« sed for mass chest X-rays routine chest work 


experin and angiocardiography 


Omm FI 


accessorics Or u 


oro-Record Camera offers you this greater versatility 


nnecessary duplication of equipment 
tomatic Fluoro-Record Camera — which is available on leading 
es up to 450 negatives on a 100-foort roll film 

Adapter Back and Film Holder produces a double 


laces the roll film magazine 


) 


It easily rey 
nduces 17 exposures every 24 Sec 


es for angiographic study of heart 


which has proven to be an ideal size for routine and mass 


rg permit easy reading without high magnification 


irchild Aerial Cameras and 

ices FLUORO-RECORD Cut 

Film Developing and Drying Units 
Sra sie ; 


ent Supplier 


AND INSTRUMENT CORPORATION 


VAN WYCK BOULEVARD, JAMAICA 1, NEW YORK 


proposal as a “democratic solution” lying 
between President Truman's compulsory 
health insurance plan and the twelve- 
point plan of the American Medical 
Magnuson’s_ proposal 


Establishment of diagnostic clinics 
iccessible to all the population (on a 
traveling basis if necessary in the most 
equipped with 


the most modern facilities for complete 
examinations and staffed with the high- 
est type of professional personnel 

2. Provision of free, part-pay, or full 
pay medical examinations to all persons 
seeking such service. The charge would 
be adjusted to the economic status of 
the patient on the basis of a local repre 
sentative board 

3. Treatment at regular rates by 
family physician, local hospital or spe 
cialist with funds available from local, 
state and federal sources to make deficit 
payments, determined by a local board 
of control, for those unable to pay 

1. Stating of the diagnostic clinics 
on a cooperative basis including the 
following: medical schools, which would 
key professional training in with the 
plan as now is done in the service to 
veterans; state and local public health 
agencies, which could aid by making 
the hospitals being built under the Fed 
eral Hospitals Construction Act serve 
as diagnostic clinics; the Veterans Ad 
ministration, which has a large body 
of experience to offer, and the pro- 
posed National Science Foundation 

Dr. Magnuson expressed the hope that 
his plan would be drafted into a bill 
with bipartisan backing. He stressed 
that it contemplated no overturn of 
existing foundations but a building on 
them and that it relied on cooperation 
services, not sharp 


between tested 


changes in custom 


PAY HALF THE COSTS 


Financial support would continue t 
come from federal, state and local gov- 
ernments, foundations, voluntary insur- 
ance plans, private contributions and 
payments by patients. The federal gov- 
ernment would pay roughly half the cost 
of medical care in this country, as it 
now does, and the other half would be 
paid by all other sources. Dr. Magnuson 
pointed out that supervision of the plan 
ind standards of service would be under 
the medical schools locally or regionally 
In states with several medical schools, 
of deans would serve as 
supervisors. New buildings for diag- 
nostic clinics would be built only where 
unavailable or 


a committee 


existing buildings are 
Many could be constructed 
Hill-Burton” hos 


pitals which are financed by one-third 


impractical 
as additions to the 


federal and two-thirds local funds. Medi- 
cal schools would be directly re sponsible 
for staffing clinics with personnel, such 
as doctors, nurses, dentists, social work 
ers and laboratory technicians 
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NEWS... 


A.H.A. Issues Proceedings pital groups who attended the first na- considerable information on activities ot 
of Conference of Women’s tional conference, it was explained importance to every successful and ef 


Hospital Auxiliaries For active voluntary groups the fective auxiliary 
CHICAGO.—Proceedings of the Con- booklet should serve as a yardstick by Among the important subjects cov 


ternce of Women’s Hospital Auxilia which they can evaluate their programs, ered are: How to Set Up an Auxiliary, 
ries held last September at Atlantic City and as a stimulus leading them to 
in conjunction with the American Hos- further investigation of new areas of 
pital Association convention are now endeavor,” said George Bugbee, execu 


Financial Responsibilities, How the 
Auxiliary Fits Into the Hospital Pro 
gram, the Service Concept of Auxili 
aries, Women’s Auxiliaries and the 
an association announcement. The book- those auxiliaries that are now being Veterans Administration, How the Aux 
be- iliary Fits Into the Nursing Program 
and a National Study of Women’s Hos 


pital Auxiliaries 


available in booklet form, according to tive director of the association For 


let will answer requests for copies of organized or have only recently 
the papers and reports by SOO repre- come activated, the manual should also 


sentatives of women’s voluntary hos- be a substantial help, since it offers 


Start First Publicly 
Supported Hospital for 
Treatment of Alcoholics 
TURNING FRAMES HARTFORD, CONN.—Construction 
work has been started here on the first 
In immobilization, the smallest publicly supported hospital in the 
nurse can turn the largest patient United States to be devoted solely to the 
study, treatment and rehabilitation of 
with utmost ease and safety. alcoholics. All patients must be resi 
dents of Connecticut 
The sum of $551,943 is now availa 
ble for the project. Patients will be both 
voluntary and involuntary, the latter 
being more or less ‘professionals’ with 





many Court appearances 
The hospital will be under the direc 





tion of the Connecticut Commission on 
Alcoholism, established in 1945. The 
commission now operates full-time clin 
ics in Bridegport, Hartford, New Haven, 
Stamford and at the State Veterans 
Hospital at Rocky Hill Referral ot 
patients to the new hospital will be 
made primarily through these clinics 
Special cooperation on the part of 
Alcoholics Anonymous will be sought 


to imemebilized pa- 


ee eee ee See N.O.P.H.N. Approves 
scntel: Whiten ttl aati teat Ge ve 
; : ; on wrt Cornell School of Nursing 
»>Trames ¢ ~ Ulque device thy pritient ean atin Wann 4 wn The Cornell Uni 
: versity-New York Hospital School ot 
ling. and the other. covered with taut canvas and Nursing has been approved by the Na- 


be quickly turned by one nurse. One frame is removed 


<moo 0 , ly <tine < ( | ’ 
ismooth, comfortable resting surface. Lying tional Organization of Public Health 
frame, the patient can read, write and feed Nursing, it was announced recently. It 


In cases of pelvie. intertrochanteri is one of five basic nursing schools in 
of the frame can be elevated the United States to be so accredited 
im throughout the turning it was explained. In addition to being 
finest materials, and widely accepted qualified for hospital positions and va 
necologists and neuro-surgeons. the rious other fields of nursing, graduates 


Selena seaitcis Sieab muh teindinnes of the school will now be classified on 


graduation as qualified public health 


como ind well-being of the patient 
Staff nurses, the announcement ex 


* You are invited to write for plete informati plained. This eliminates the year of 
postgraduate study required of gradu 





KALAMAZOO ates of schools not so accredited who 
! FRAME COMPANY 
chabert esrbe 4 MICHIGAN wish to qualify as public health nurses 
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New... beautiful, washable, vat-dyed patterns 


woven-with 


—— mohacr Prints 


available in 


New Colors 











New Designs 


for long-wearing, 
low maintenance 


slipcovers and draperies 


Give your convalescent rooms this double bonus of 
cheering color and extra long wear! This famous 
Goodall Fabric gives you every benefit of easy main- 
tenance. Woven with genuine Angora Mohair — the 
smooth. lint-free texture won't let dust cling. It refuses 
to wrinkle and stays new-looking longer. 

Laundry is no gece 0 with this light-but-strong 
fabric. The vat-dye colors hold then "es auty through 
continuous launderings. Each wonderful yard is pre- 
shrunk ... average nasieal shrinkage 2'°. Draperies 
hold their shape indefinitely... Special weaving 
technique won't let them sag or stretch. 

Phe five beautiful patterns shown here each come 
in five equally lovely colorations. . all correlated to 
the smart, plain colors of Goodall’s custom-hemmed, 


woven-with-mohai bedspreads. 


*& WRINKLE RESISTANT 
VAT COLORS 
PRE-SHRUNK (2% AVERAGE RESIDUAL SHRINKAGE 
WASHABLE 


LOW COST MAINTENANCE 


4 
Wri 


for samples and THE FINEST NAME IN “papers 
information 662626 2d A 





Sole Makers of World-Famous PALM BEACH®* Cloth aad Suits L 
GOODALL FABRICS, INC. NEw YORK « BOSTON * CHICAGO » DETROIT « SAN FRANCISCO © LOS ANGELES 
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NEWS... 
SAFELIGH Nurses Seek Enforcement of 

New York Licensing Law; 

Hospitals Ask Stay 


New York Ciry.—Final disposition 

Th ONLY li ht th t bi of the practical nurse licensing provi- 
€ ig a com ines ses sions of the Nurse Practice Act for New 
York City was in doubt here last month 


Explosion - Proof Safety as the April 1 deadline, by which tme 


practical nurses would have to be 


— sed su prod 
_. each SAFELIGHT is cow l-cense under the law, approached 
: ; State and city hospital organizations 
structed in accordance with 
5 ; . ‘ane were secking an extension of the dead 
Underwriters’ Laboratories’ re- ; 
line until April 1, 1950, while repre 


quirements for use in Class I, ; 
1 sentatives of the New York State Nurses 


Group (¢ azardous Locations 
srouf » Hazardous Locations, \ssociation were urging enforcement of 


which covers the conditions ine measure 


found in operating rooms where , 
I § . Louis Schenkweiler, president of the 


inflammable anaesthetic gases (srearer New York Hospital Associa 
are used, tion, and Dr. Morris Hinenburg, chair 
man of the legislative committee of the 
New York State association, pointed 
to the continued shortage of nursing 
personnel in city and state hospitals as 
the reason for extending the deadline 


No exact figures were available, Mr 


. op Gs ' P= Schenkweiler said, but it was estimated 
An Improved Quality of : -  t 7% es that voluntary hospitals in the state had 


a thousand vacancies for 


Surgical Illumination | : UE) cota cud weed pa ee 


1€ contention of nursing leaders 


. every SAFELIGHT is pre- 


focused, does not require re- 


mandatory licensure would raise 


he standard of practical nursing suth 


ing for various distances. 
focusing for vari ciently to attract recruits to the field 


> new s » reflector gives ex- \ 
lhe new style reflect & Othicials of the nurse associations ac 


used hospital administrators of “dis 


the special glass filter provides torting facts” to justify their opposition 


cellent shadow reduction, while 


cool, comfortable, color-cor- to compulsory licensure. The war-time 


rected light. emergency plea of a nurse shortage can 
no longer be advanced as a reason for 


reent improvements in 


New Flexibility of Adjustment eee 2 e a | irsing leaders claimed 
on 4 Different Styles of Mountings 


> x New England Group Meets 


c 
BOSTON Approximately 3000 bos 
pital administrators, trustees, staff off 
cers, auxiliary members, and depart 
mental executives met here March 28 
) ) to 30 at the 26th annual meeting of 


NO. 51 SAFELIGHT NO. 52 SAFELIGHT SAFELIGHT NO. 54 SAFELIGHT the New England Hospital Assembly 
with conventional . internally counter ount ‘ . three horizontal, rl 

counterbalanced arm, balanced telescopic ire ’ ‘ two vertical adjust c 

can be controlled from tube; raises above head ments; 23 up and an « : o 

outside the sterile zone level, lowers below — desired and sf lim down range through first two mornings of the meet 


table level ited tull circle nd divided into groups tor section 


assembly met in general sessions 


; issions in afternoon sessions. Fea- 
Ask your Castle dealer for an actual demonstration of the new 
Castle SAFELIGHTS or write: Wilmot Castle Co., 1271 University 
Ave., Rochester 7, N. Y. 


the program were a confer- 
ence of hospital auxiliary members led 
by William J. Donnelly, administrator 
of the Greenwich Hospital, Greenwich, 


L A G a T S A N D Conn., and a combined meeting of the 
general assembly and trustee institute 


featuring a symposium on the govern- 
5S } * ee j L H Z b Re 4 ment’s national health insurance plan 


The MODERN HOSPITAL 





htimm, 


FAMOUS MAKERS 


inn OancdF 


Co ntl 


Wh. 7] vol ain J Ok clon Me, <2 


NEW CONSTRUCTION METHOD GIVES 
MORE WARMTH AND WEAR AT LESS COST 


This rugged blanket is specially constructed 

to reduce operating costs of hotels, hospitals and 
institutions. The filling yarn is more than 

85% wool and is strongly reinforced with a cotton 
core thread. This provides an almost all-wool nap 
on a sturdy cotton framework. You get a 

warmer, more beautiful blanket at less cost per 
year! Your choice of five new colors. 


chatham makes good blankets Sold only through institutional distributors 


Size: 66”x90”"—Weight 2 Ibs., 12 oz. 
ze: 72” x 90’—Weight 3 Ibs. 


titched, or bound with 4” 





Chatham Manufacturing Company, Elkin, North Carolina 





- last almost indefinitely. They represent but one of many 
different applications for versatile ENDURO Stainless Steel in 
the hospital field. Others include operating room equipment — 
instruments, basins, sterilizers, cabinets, and trim —therapeutic 
equipment, laundry equipment, food preparation and serving 
equipment and utensils, and many more. 


STAINLESS STEEL FOOD CONVEYORS requi 
—_ or no maintenance... are easy to keep sparkling and pet, si é 5 Z ~ THRIFTY me oF 10000 Se, 


EASY TO CLEAN ... AND EASY TO KEEP CLEAN! 


sleaming, sanitary Republic ENDURO Stainless non-productive time—is cut to a minimum. 


Steel is a material of many advantages—for count- : — : 
; 8 ; ; Check each of the 10 ENDURO advantages 
less uses. High among the reasons for its univer- ; ir 
ee : : listed below. You'll quickly see why you save 
sal adoption is its inherent cleanliness which : Baas ae 
money in the long run by specifying ENDURO 
makes it easy to clean and easy to keep clean. Aes : 7 
: Stainless Steel on your new equipment orders. 
With ENDURO equipment, ordinary soap and For detailed information, specifically related to 
water usually are all that’s needed to restore your Own operations, write us today. 
its bright, non-contaminating surfaces. Under 
normal conditions, strong caustic agents and REPUBLIC STEEL CORPORATION 
special scrubbing compounds are unnecessary . +e . . 
| 8 F , , Alloy Steel Division * Massillon, Ohio 


to remove every trace of food particles, includ- GENERAL OFFICES © CLEVELAND 1, OHIO 
Chrysler Building, New York 17, N. Y. 


ing fats, oils and acids. Clean-up time — cost/) Export Department 


STAINLESS STEEL 


4 

V Check ALL 10 Advantages: « rust AND CORROSION-RESISTANCE © HEAT- 
RESISTANCE @ HIGH STRENGTH @ NO METALLIC CONTAMINATION @ SANITARY SURFACES 
@ EASY TO CLEAN © EYE APPEAL © EASY TO FABRICATE © LONG LIFE © LOW END COST, 








HOSPITAL SLEEP EQUIPMENT 
FOR EVERY REQUIREMENT 























Pictured bed is Foster #851-3 Hospital Model. 

This bed shows #3 Crank Adjustable Spring, 

#10 Adjustable Bedsides that fit either side, and 

special Hospital Innerspring Mattress. Irrigator Hospital Bed Ends £851 
Rod shown can he readily placed at head or foot demeeth eta, 
of bed or easily changed from one bed to another. 

#851 Bed Ends are 154 in. Victorian, electric 

welded tubing. Inside length between posts, 6 ft. m4 
7 in. Stock finish, grained walnut. Comes ft 
equipped with 3 in. rubber composition casters. \ s 
Shipping Weight — 250 Ibs. complete as shown. 

















/ 


“A DEPENDABLE SOURCE OF BEDDING PRODUCTS 
SINCE 1871” 


Hospital Bed Ends = 851 
shown with “JB” spring 


J” spring plus backrest 


Weite for sew cotaleg SEE OUR PERMANENT DISPLAY ONE PARK AVE., N.Y. 16,N. Y. 


#149 showing complete FOSTER BROS. MFG. CO. 


Foster hospital line. 
UTICA, N. Y. ST. LOUIS, MO. 
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Ideal For Premature, Normal Babies 


Why Evenflo Nipples 
Are Easier to Nurse 


1. Just as an extra hole in a juice can 

permits even flow, so air valves in Evenflo 

Nipple provide smooth nursing action 
When baby nurses, the 
milk flows evenly just as 
in breast feeding and baby 
finishes b« ttle better. 


2. Volume of flow can be 
regulated to suit each 
baby’s nursing effort 
simply by tightening or 
loosening the Evenflo cap. 


3. Doctors say this 
smooth and con 
trolied nursing ac- 
110m 18 aS impor- 
tant as the formula 


tself 


Simple and 
Sanitary 

1. Soft, pliable 

Evenflo Nipple re 

verses like a gl ve 

for thorough 


it breathes as it feeds 1 é 
cleaning 


2. It's easy to change Evenflo Nipple to 
feeding position without contaminating 
the nur 

3. W > mou Ever 


easic 


The Pyramid Rubber Co., Ravenna, O. 


Oven lo 


America’s 
Most Popular Nurser 


Nipple and 

formula kept 

sterile t 

feeding time 
ky = 
Nipple up 
for feeding 


Approved by Doctors and Nurses 








NEWS... 


A.M.A. and Red Cross 
Survey Blood Banks 
to Determine Resources 

CHICAGO A committee to discover 
where private blood banks in this coun 
try are located has been established by 
the American Medical Association in 
cooperation with the American Red 
Cross national blood program The 
A.M.A. committee, headed by Dr. L. W 
Larson of Bismarck, N.D., recently held 
a joint meeting in Washington with the 
executive Committee and the committee 
on blood and blood derivatives of the 
advisory board on health services of the 
American Red Cross 

Ir was disclosed that there would be 
thirty-four Red Cross blood centers in 
operation by July 1. The committee 
developed a plan to survey the private 
blood bank situation throughout the 
country. Cooperating in the survey will 
be the American Hospital Association, 
the American Protestant Hospital Asso 
ciation, Catholic Hospital Association, 
American College of Surgeons, College 
of American Pathologists, American So 
ciety of Clinical Pathologists, American 
Association of Blood Banks, the Red 
Cross and National Research Council 

Letters with return postcard enclosed 
will be sent to every registered hospital 
The attention of the county medical 
societies and the patholog sts will be 
lirected to this preliminary part of the 
survey in order that a complete return 
may be obtained 

At present the rotal blood bank re 
sources of the nation are unknown 
When this survey is completed, informa 


tion will be available ind.cating what 


further expansion is necessary and how 
mobilization of these resources can be 
chieved rapidly in case of emergency, 


wcording to A.M.A. officials 


A.C.H.A. Lists Institutes 

CHICACO.—The American College of 
Hospital Administrators here has an 
nounced a series of institutes for hos- 
pital administrators to be held this year 
in various parts of the country. High 
lighting the calendar are the fifth fel 
lows’ seminar to be conducted May 31 
to June 3 at the University of Pitts 
burgh, and the fourth members’ con 
ference, June 20 to 25, at Columbia 
University, New York 

Other institutes scheduled are: Bos 
ton, June 15-24; Palo Alto, Calit., Au 


ust 15-27, and University of Chicago 


September 1 








“LITTLE 
DIACKS” 

















The little device that has 
saved thousands of lives. It 
checks sterilization — thus 
prevents infection in hospi- 
tals throughout the world. 


For 38 years they have ac- 
curately performed this val- 


uable service. 


047 NORTH MAIN STREET ROYAL OAK. MICHIGAN 
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hach 1s more resistant to 


(, -Scommon infant skin wrritants 


/ 





_.. the MTT TUM film of Mennen Antiseptic baby RODD ? 


the RECUR UGE film of a baby MUON © 


tecent tests by a leading independent research chemist! compare Mennen Antiseptic Baby Oil and a 

commercially manufactured baby lotion as to their penetrability by common infant skin irritants. 
These tests utilized a method originally devised by Schwartz, Mason and Albritton? for the evaluation 

( 


f protective ointments. Film layers as thin as 0.07 mm were achieved, to approximate as closely as 


possible oil film on infant skin. 





The results of these tests, as reported in a leading medical 
ELECTRON MICROPHOTOGRAPHS 


journal’, indicate: CONFIRM FINDINGS OF 
PENETRABILITY TESTS 


]. Mennen Antiseptic Baby Oil was impenetrable for periods 

of at least three hours to these common infant skin irritants: LEP. 
acidic, alkaline, and ammoniacal urine; acidic suspension of Crom 
feces and aqueous solutions of acid and alkaline reaction. 


2. The baby lotion, however, was universally penetrated by 

all these irritants within 60 seconds. (The film formed by the * 

baby lotion established an aqueous phase between its upper Film of Mennen Antiseptic Baby Oil 
0.21 mm), 20,000 X. Note homogeneou 


and lower boundary, thus permitting immediate and _ facile espa 


penetration of the solutions tested). 


The findings also report: 

Mennen Antiseptic Baby Oil: ‘The film of the baby oil... 
is homogeneous in appearance except for occasional blemishes 
due to isolated dust particles.” 

Baby lotion: “Pictures of the oil-in-water emulsion show 
numerous jagged particles... presumably traces of the stabi- Film of evap ee Rahs ition 
lizing agent and other crystalline ingredients left after evapora- i r 








tion of the aqueous phase.” 


Wl More than 3400 hospitals the majority of those important in maternity work use Mennen Antiseptic 
_ 


_- MONNEN antiseptic haby oil 


: , provides continuous film to help protect better 





A Method for the Study 
y of Liquid and Semi 
n Ski re , 
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NEWS... 


Survey Number of 
Staff Appointments 
in New York Hospitals 


earn how to lick these problems 
ee 


New York Ciry.—A survey made by 


the Hospital Council of Greater New 
York, published last month in the Coun 
cil Bal 


re gul if 


tin, reveals that 10,644 physicians 
aft 
them to care for ward and clinic 
New York hos 


Since the proprietary hospitals 


st appointments which 


permit 


t 


pitals 


idients in one or more 


admit only private and semiprivate pa 
Balle pe 


appointment l 


tients, the tin inted out the 


statt s available 


regular 


only in municipal and voluntary hos 
The largest number of appoint 
The 
following appointments were reported 


Hospita \ M.D 


In municipal hospitals only. 1,875 


pitals 


ments is in voluntary hospitals 


In voluntary hospitals only 6.032 


In both voluntary and 


This new booklet 


reveals CAUSE and CURE Z 


municipal hospitals 
In all 
10) 


intments 


hospitals lO 


+ 
I 


the total with regular staff ap 


C 


54 doctors have no hos 


il connections providing them facili 





tes for their own private the 
The 


10.818 physicians do have 


patie nts 


presented 


lata also 


t 
their own private 


} 
cd 


tient rivileges 


f 


council 


permitting 


pa 


a) 


ir 


How to make floor dollars 
work harder 


not that | 


ins with 


privi 
pportunity of 
d outpatient de 


physick 
leges do 


private patient 


not have the 
the ward 


ot 


overhead working in in 


riuments voluntary 


| ind municipal 


hospit 
Pp! 


why your floors need wax- 
ing so often 

why they get slippery 

how much floor-care really 
costs 


version 


ils 


Bu 


appe ar 


led 


most 


It 
t 


desirable 


The concluc that, 


ld 
hd 


olin 
wi that the 
type of appointment ts one which com 
| li statt 
privileges in the same 
h 


bines service on the regular and 


t 


vate patient 


ospital. Obviously, such an appoint 


ttainable only in voluntary hos 


ment is 


I 
Vi 


tals, as these have both ward and pri 
It 


ns 


ite services is encouraging that 


pi Chk 


ined appointment 


$30 now have this com 


b in least one vol 


ntary hospital 





JUST CLIP THIS COUPON TO 
YOUR LETTERHEAD AND MAIL 


LEGGE 
(of Non-Slip Floor ) 
pies dng 4 


Announces Expansion Plans 
Tex.—The Rober 
Hospital here is to 


Walter G. Legge Co. Inc. 
101 Park Ave., New York 17, 


Pleas l 


opy of 


SAN ANTONIO, 
B. Green Memoria 
{ ipprox mately 300 beds 


remod 


N. Y. 


send me a fr no-obligation 
your Mr. H 


I nlarge 1 


th 


” ¢ 
training school will be 


announced 


nad 
na 


ed, it was last month. In 


id 


¢ 





ition, a 0 bed tuberculosis hospi 


tal ™ 


near nearing 
1 is also part ot the Rob- 


ithton here 1s 


completion an 


B 


ert Green | il system 


r pOGnn ean aap aD eee 


“ ospit: 
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These new LIFE LONG single pedestal overbed tables and easy chairs 
give convalescing patients added comforts making them feel “at home” 
in the hospital. The entire Life Long line of beds, bedding and furniture 


is constantly changing to meet new hospital needs. 


» 


HARD MANUFACTURING COMPANY 


BUFFALO 7, NEW YORK 
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NEWS... 


Hospitals Told How 
to Get Along With Press 


at A.C.S. Conference 
WASHINGTON, D& 


» relat [ ad 





Hospital Closes Doors 


for Lack of Funds 
PEARL RIVER, N.Y Lack of $20,000 


A concealed Rixson Uni-Check provides 


the ideal means for checking and closing 
on oan result in the 


it¢ Hy spital 


interior doors—at a price comparable to t 


ordinary treatment. 
aid 


The Uni-Check is particularly suitable 


he 20.000 
for permanent partitions as well as many 


th Rockland 


main doors. Single-acting, with automatic 
New Jersey 





hold-open device available. Only six mov- 


} 


st ted as 


able parts. Door mounted directly on the ¢ af 
Uni-Check. Top pivot offered in cast r ne by nd Mrs 
bronze, malleable iron, or with ball bear- 


ing. Four spring capacities. 


Thousands of Uni-Check installations 
(upwards of a thousand to a building in nd was t r last vear by an 
some instances) have been made in hospi- gi or the credit The inability 
tals, schools, office buildings, stores, in- nd failure of n tients to pay 


stitutions and residences. their expenses ca { the $20,000 debt 


Special problems of installation will receive [ Fy be rs said 
Prompt attention from the Rixson engineering cae indred bat had been born 
and designing departments 

: Mrs. Eybers 


mstitution served 








community, as well 


by villages 





Sets Date for Opening 
FAIRFIELD, ILI January 1950 has 


been set as the completion date for the 


eighty-six-bed, $1,200,000 Fairtield Me 

i mortal Hospital here, it was announced 

The Oscar C. Rixson Company by Lester W. Routt, supervising 

4450 Carroll Avenue, Chicago 24, Illinois - Telephone MAnsfield 6-5050 
ESTABLISHED 1900 


tect Advanced ideas in hospital 
planning will be carried out in the 


j 


Soles Representatives in Principal Cities isencennce. taba at as explained 
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Serve “That Second Cup’ Piping Hot 


From a Genuine 


STANLEY 
COFFEE SERVER 


It may seem a small detail... but not to your 
patients and your dietitian. When coffee and 
tea are served really hot, especially the second 
cup, your dietitian knows that most com- 
plaints about food are eliminated. Even with 
unavoidable delays between kitchen and bed- 
side, thoroughly-insulated STANLEY SERVERS 
deliver beverages appetizingly hot . . . keep 
the very last drop hot, too. 


1// 


“THEY WILL NOT BREAK 


THE CHOICE BECAUSE 
Here’s why STANLEY SERVERS are stand- 
ard equipment today in many of the na- 
tion’s largest, best equipped hospitals. 


EFFICIENCY —By test, STANLEY SERVERS 
keep coffee 20° hotter at the end of 2 
hours than do ordinary pots. Hold tem- 
peratures—hot or cold—efficiently. 


CLEANLINESS-~—Nickel-silver shells, 
stainless steel linings and wide mouths 
make them easy to sterilize and keep 
clean. All seams are air-tight, water-tight. 


ECONOMY -—Pay for themselves in re- 
duced replacement. Break-proof, chip- 
proof, crack-proof. Extra-durable shells 
and hard-soldered hinges. No costly re- 
pair of spouts or handle insulators. 


EASY UPKEEP-—Stainless steel linings 
do not require replating, constant polish- 
ing. No spout cleaning problem. 


FLAVOR—Get coffee to patients in bet- 
ter condition. Seal in aroma. Stainless 
steel linings eliminate metallic taste. 


APPEARANCE-~— Add note of luxury to 
the little refinements that differentiate 
between ward and private room service. 


for GENUINE STANLEYS, write ... 


"Giatincuidaedn STANLEY INSULATING DIVISION 


10-02. and 20-02. Capacity 


Etched with crest or name at slight additional cost LANDERS, FRARY & CLARK 
New Britain + Conn. 
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NEWS... 


Three Groups Oppose 

New York State Advisory 

Mental Hygiene Commission 
New York CITy The New York 

Academy of Medicine, the State Chari 


ties Aid 1 the Citizens 


Association 


These groups called the establishment 


commission an unnecessary €i- 


of the 
penditure” and declared it would retard 
the much needed state program tor the 
care of the mentally ill 

Dr. George Baehr, past president of 
and chairman of its com- 


tard rather than expedite the imple 
mentation of which the 
state needs and which been 
cussed, analyzed and described by many 


the program 


has dis- 

competent groups and individuals. 
The advisory council to the commis- 

sioner of mental hygiene, Dr. Baehr 


the academy 


New York 


City recently made public their opposi 


and 
Committee on Children of 
declared, as set up at present and com- 


mittee on public health relations, de 
posed in part of psychiatrists, is much 
at all, : 


creation of a state mental clared “If we need a commission 


commission headed by 


tion to the 
more competent to advise the commis- 


its composition should be entirely dif- 
few 


hygiene the com 
sioner than the proposed commission 


missioner of mental hygiene, and in- ferent. It should have at least a 
would be 


Samuel R. Milbank, first 
dent of the State Charities Aid Associa- 
tion, declared that the most important 
aspect of the program for the care of 
the mentally ill was the development of 
adequate psychiatric facilities in general 


commissioners of social wel In our judgment the 


ltl ct 


luding rhe psychiatrists on it 
vice presi- 


rrection and education. commission, as proposed, will only re- 


hospitals. “Earlier diagnosis and treat- 
ment of mental and emotional illnesses 
in general hospitals should in time 
decrease beds needed 


in the state mental hospitals,” he stated 


the number of 

Answering the objections raised by 
these and other critics of the program, 
Dr. Frederick MacCurdy, commissioner 
of mental hygiene, stated that opponents 
of the bill had not read it very care- 
fully, for even though no_ psychiatrist 
would be a member of the commission, 
the bill provided that committees of 
experts be set up to advise the commis- 
sion. He said that the bill would “ex- 
tend coverage way beyond a small ad- 


Fig. 2. Graft being removed. Note uniform thickness, 
even edges and simplicity with which groft is cut. The 
graft is retracted as it lies on the bed from which it was 
removed, but yields a full two-inch width with ease. 


A Simple SKIN GRAFT Knife 
for General Use 


Dr. Geo. V. Webster, Pasadena, Calif., under 
above headline, wrote in AMERICAN 
JOURNAL OF SURGERY, in part: “...The 
one instrument with which the general surgeon 
has had most success... is an old-fashioned 
straight razor... There are two difficulties... the 
razor is clumsy to hold...and rarely sharp...To 
obviate these difficulties a skin grafting knife 
has been constructed which consists of an inex- 
pensive...rigid... handle (Fig. 3) with remov- 
able ‘straight edge’ single edge blade (Fig. 4) 
...Such a knife is a remarkably successful in- 
strument (Fig. 5)...No suction box, or other 
apparatus is necessary.’ Dr. Webster's complete 
article, includes also the “in use” illustrations 
shown above. 

This Weck-made simple skin graft knife, com- 
plete, $3.60. Replaceable blades come in cartons 
of 50 for $3.34. 


Fig. 1. Position of operator ond as- 
sistant as graft-cutting operation is 
begun 


visory Committee 

In answer to those who asked that 
more money be spent for psychiatric 
facilities in general hospitals, Dr. Mac- 
Curdy replied, “With the present rate 
of admissions and expected increases, 
it is imperative to spend the money 
building better facilities for those in the 
hospitals, not on those who might be 


prevented from getting to hospitals.” 


Two Institutes for Librarians 

CHICAGO.—The American Hospital 
Association and the American Associa- 
tion of Medical Record Librarians are 
completing plans for the first of two 
special institutes for medical record li- 
brarians, it was here last 
month. The institute will be held April 
i to 8 at Buck Hill Falls, Pa., the an- 
nouncement said. The purpose of the 
course is to provide basic instruction 





announced 


SEXTOBLADE 4 


Fig. 5 
No. 25330 
Blade and handle 


Fig. 4. No. 25332, replaceable blade 


Ask for NEW brochure on Self-retaining Retractor. 





in standard nomenclature, to offer op- 


Fig. 3 
Rigid handle ee 
REMEMBER WECK INSTRUMENTS ARE “MADE CORRECT— SOLD DIRECT.” 


portunities for group discussion of 


Founded sxroblems from personal experience, and 
Edward Weck & Co., Inc. 
wa to acquaint students with organization 
Manufacturers Surgical Instruments ‘ 
SURGICAL INSTRUMENT REPAIRING * HOSPITAL SUPPLIES 
135 Johnson Street 


and management problems of the rec- 


Brooklyn, IN. Y. ords department, it was explained. 
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TRAY TRUCKS and 
WHEEL STRETCHERS 


Now Stainless Steel for Sanitation, Durability and Appearance 


SANITARY-—easy to clean—no cracks or crevices to invite bacteria. 
DURABLE — life-time finish, sturdy welded construction, rugged wheels and casters. 


MIRROR BRIGHT —cheerful, rust-proof stainless steel. 


And their performance is what you'd expect—smooth, quiet, effortless on load-floating 
COLSON wheels and casters. 


gems os = — 














Model 6872x22 
Stainless Steel Stretcher 


Chassis, litter and bed all stainless steel. Joints 
are welded, ground smooth and polished. 
Load-floating COLSON casters assure quiet 
easy operation. Swivel caster forks are tough 
malleable castings; caster wheels are double 
steel disc type—with replaceable rubber tires. 
This deluxe wheel stretcher is one of over 40 


different COLSON models. 




















Model 10—6332 
Stainless Steel Tray Truck 





Corner posts are 1%” diameter stainless steel tubing. 
All joints are welded, ground smooth and polished— 
edges double thick for extra strength. Heavy-duty 
rubber bumper protects truck, other equipment and 
walls. Swivel type ball-bearing casters with cushion- 
rubber tires float heavy loads quietly —effortlessly. 
This deluxe tray truck is one of over 30 different 
COLSON models. 





Write for catalog H-9 for details on the complete line of COLSON wheel equipment for hospital use, 
or consult the yellow pages of your phone book for the local COLSON office. ' 


¢ Ae 
ELYRIA, OHIO 


CASTERS + INDUSTRIAL TRUCKS AND PLATFORMS «+ LIFT JACK SYSTEMS + BICYCLES + CHILDREN’S VEHICLES 
WHEEL CHAIRS + WHEEL STRETCHERS + INHALATORS + TRAY TRUCKS + DISH TRUCKS + INSTRUMENT TABLES 


5 F 
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“We all agree... 


Odors must go!” 


“| SPEAK FOR THE NURSES... 
One of the major causes of nurses’ complaints is the 
odor problem. Not only is it bad for morale. but it cuts 
down efficiency. Let's face the facts and correct this 


serious ¢ ondition In aout hospital “i 


“| SPEAK FOR THE DOCTORS... 
The comfort of my patients is the chief concern of my 
entire staff. How can we expect therapy to be effective 
when the appetites and general comfort of ovr patients 


are constantly impaired by unpleasant odors.” 


“| SPEAK FOR MAINTENANCE... 
Phere is not a cleaner hospital in the country. All day 
are cleaning. scrubbing. disinfect 


and night. my men 


ing. but Lean't lick the odor problem. I vet « omplaints 


ao 


from nurses. doctors and patients, but what can | do‘ 


“| SPEAK FOR MANAGEMENT... 

Quite frankly. hospital odors are a disturbing and 
difficult problem. In addition to their effect on staff 
morale and the welfare of patients. odors can have a 
detrimental effect from a public relations standpoint. 


1 am determined to find the right solution.” 


As many leading hospitals do. you an effective vet inexpensive way to 


ean solve vour odor problems with win friends for your hospital. 
Airkem Chlorophyll Air Fresh- 
Airkem 


wick-bottles. wall cabinets and 


Order Airkem from your local Air- 
kem representative or write 
Airkem. Inc.. 241 East 44th 
Street. New York 17, N.Y. 


ener is available in 


portable Osmefan units. It is ’ 
’ 


Airkem 


Controls Odors Originating In: 


7 Freshly painted rooms 
8 Laundry and chutes 
9 Kitchens 


4 Operating rooms 
5 Utility rooms 
6 Lavatories 


1 Odorous disease wards 
2 Pathological labs 
3 Autopsy rooms 


154 


NEWS... 


Topeka Hospitals Merge 
to Provide Better Service, 


Economical Operation 
TOPEKA, KAN.—A merger of 
mont and Christ's hospitals here was 


Stor- 


agreed upon last month following a 
week of intensive study and public de 
bate about planning for the commu- 
nity’s future needs. The present plan 
contemplates construction of an up-to- 
date new hospital with a total of 300 
beds at the present Christ’s Hospital 
site. The two hospitals today have ap 
proximately 100 beds each 

In order to bring about the merger 
unified con 


of Christ's 


and clear the way for a 


struction trustees 


Hospital 


program, 


turned over its plant and 


properties to Stormont as a contribu 
facilities 


feel that 


tion to the city’s hospital 
needs, it was explained. “We 
the consolidation of the two hospitals 
will give the new management a plant 
that be operated and developed 


economically and without expensive du- 


can 


plication of service and equipment, 
Maurice W. Jencks, president of Christ's 
Hospital board, stated 

Warren M. Crosby, Stormont 
dent, described the 
mendous challenge to which the entire 
lend its full support 


followed by 


presi- 
program as ‘a tre 
community will 

The 
one week the 
meeting in Topeka of Everete W. Jones, 
vice president of The Modern Hospi 
Inc., who criticized 


merger less than 


appearance at a CIVIC 


tal Publishing Co., 
both hospital groups for failure to plan 
dith 
size in the 


their programs together It is 


cult to find a city of this 


United States which does not have a 
hospital ot from 200 to 300 beds, Mr 
Jones had declared. “At the present time, 
there are needless duplications in the 
two Protestant hospitals in power 
plants, operating room facilities, x-ray 
equipment and laboratory facilities,” he 
stated. Mr 
ing of the Topeka Rotary Club 
to an announcement of the merger, his 


mem 


Jones appeared at a meet 
Prior 
talk was severely criticized by a 
ber of one of the hospital statts who 


defended the existing operation 


Plan Convalescent Hospital 
DAYTON, OHIO.—Barney Commu 
nity Center in North Dayton ts to have 
a $400,000 convalescent hospital con- 
beds. Funds came from 
Lorenz and Williams of 
Ir will be 


taining fifty 
two bequests 
this city are the architects 
a one-story structure 
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ESPECIALLY FOR THE 


Studies conducted by Wallace Silversmiths led 
to development of a holloware service “tailored” 


to the spree ial needs of hospitals. 


In designing the service, consideration was 


viven to ease of cleaning. durability, eve-appeal. 
and price. 


The coffee pot. for example. has straight-up- 


and-down sides for easier, thorough cleaning. 
inaccessible corners are elim- 


nickel 


Bacteria-breeding. 
inated. Wallace hospital holloware is 180 


WALLACE 


WALLINGFORD. 
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HOSPITAL! 


silver base. silver soldered and triple plated. It 
is durable! 

Cost? Amortized over a period of a few vears. 
Wallace holloware not only pays for itself. but 
zives you a dividend on your investment, in low- 
ered replacement costs and in the added prestige 
and patient goodwill accruing to hospitals that 


use Wallace holloware. 


For further details. consult your Wallace Sup- 


ply Dealer. or write to us. 


SILVERS MITES 


CONN. 





NEWS... 
stated chat it will take The hospital plan of reorganization 


Majority of Doctors on 
Maimonides Staff Agree gal action if it becomes necessary has the approval of Ralph E. Samuel, 
to Reorganization Plan The conflict arose after the hospital president of the Federation of Jewish 
New York CIty Four hundred Philanthropies of New York. The fed 
seventy-five doctors on the visiting sta of Medicine in Brooklyn and announced eration raises funds in an annual appeal 
of Israel Zion division of t for 116 institutions of which Maimon- 
limit themselves to one specialty. The ides Hospital is one Mr. Samuel 


Maimonid that general practitioners would have to 
Hospital, Brooklyn, N.Y., have agreed ! 
t! protesting doctors who have been per- pointed out that all the institutions had 


pl | 


ithiliated with the Long Island College 


tO participate in 
which limits their pract to of \itted to work simultaneously in several operational autonomy and were guaran 

they the | elds, including internal medicine, ob- teed the right to run their affairs with- 
tt 


Ar the rit " vr t € P cc cs Nn 
senting staff physicians \ 1p et emphasis on specialization wo Id result 


| pediatrics, asse rted that the out interference by the federation. How- 


ever, he said, if he were a member of 


ee . 
reorganization plan, w! fees to patients the board of trustees of the hospital he 
would actively support the reorganiza- 


tion of the hospital. “I am in favor of 
it,” he stated, “because it is designed 
to promote an exemplary type of medi- 
cal service for the people of Brooklyn 
nd added training and research for the 


doctors 


MORE THAN 20,000,000 
HYPODERMIC NEEDLES hig any et ” 


were made last year from GALVESTON, TEX. — With a strong 


program provided, the Texas Hospital 


“18-8” THE Scefe STAINLESS STEEL ee ae ee 


for a three-day convention, including an 


“18-8” signifies a composition of 18°, Chromium, 8 exhibit 


Nickel, .08‘, Carbon (max.), remainder Iron. Regardless The hospital auxiliaries of the state, 


the nurse anesthetists, and the medical 


of trade name or producer, this composition, when prop- 
erly processed, fully meets Federal Specification GG-N-196 record librarians will meet simultane- 
ously with the hospital association. 

Dr. Warren T. Brown, dean of Baylor 


College of Medicine and 


governing diameter, wall thickness, corrosion resistance 
and bending requirements of hypodermic needle cannulae. 


These specifications were first published in 1937 after long University 


experimentation and testing. They were unchanged during professor of psychiatry, will address all 
the war, they remain unchanged today. They have governed the foregoing groups at the opening 
session, his subject being “The Public 
Looks at the Hospital 

Bishop was the first—anywhere—to commercially pro- Two editors, M. E. Walter of the 
Houston Chronicle and John M. Storm 
pitals, are on the program, and 


A. President Joseph G. Norby of 


the production and acceptance of astronomical millions 


of hypodermic needles 


duce 18-8" hypodermic needle tubing. Since starting in 
1931, the total footage this company has supplied to other ot H 
needle manufacturers and has used in its own production A.H 
of Bishop Blue Label, Bishop Albalon, Bishop Spinal and Milwaukee and Dean Lucy Harris of 
all other Bishop needles runs into millions of feet. The Harris College of Nursing, Fort Worth, 
stuff is tough—safe and corrosion resistant throughout. will talk on what nursing service hos 
le for the patient of the 


Why risk needles made of untried structures or unsafe pitals can provi 
t 


allovs? More detailed metallurgical information will be uture 
Another drawing card will undoubted 


furnished on request 
ly be Architect Walter T. Rolfe’s address 


oRy on “Problems in Actual Design of a 

i Lf Small Community Hospital.” Mr. Rolfe 

“ on bs i ) is from Houston. Another Houston ar 

ye: Sitti (- Fnuotie chitect, Hamilton Brown, is to speak on 
= rs ¢ Uf - selection of architects and consultants 

Costs, insurance and rates—big prob 


MALVERN, PA. P ; eo 
lems in small hospitals—will be touched 


FOUNDED 1842 —_ 
pon, respectively, by Wilson Turner of 
Stainless Steel Lubing Stainless Steel Needles Houston, J. Richard Gates of Gilmer 
and K. P. Walker of Harlingen 
The wind-up will be a panel discus 
sion on “Who Is Responsible for Hospi 
tal Care for the Indigent? 
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FOR “PRESCRIPTION 


this name 


Protects 


your 


recommendation 


WHEN YOU PRESCRIBE Carnation Evaporated 
Milk in an infant feeding formula, you can 
be completely confident of these qualities 
Rich, whole cow’s milk, concentrated by 
evaporation to double richness, in milk food 
values; homogenized, enriched in vitamin 
D, and sterilized after it is sealed in the air- 
tight can. The safety, uniformity and nutri- 
tional value of Carnation Milk are assured 
by “prescription accuracy’’at every step of 
its processing—in Carnation’s own plants 
under Carnation’s own vigilant supervision. 


That is Carnation quality; a tradition now 


ACCURACY” 


IN INFANT 


svapenates 


almost fifty years old...It explains why 
nation-wide surveys show more babies are 
fed on Carnation than on any other brand 
of evaporated milk. 


And it explains why so many doctors rec- 
ommend Carnation Milk for infant feeding, 
with confidence. I very me mber of Carnation’s 
organization is constantly aware of his re- 
sponsibility to you, to maintain the high Car- 
nation standards which have earned the con- 
fidence of the medical 
profession for almost 
a full half-century now. 


SSS 
: => 





The Milk Every Doctor Knows 
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FEEDING 


> 


Nation-wide sur- 
veys show that 
Carnation Milk 
is more widely 
used in infant 
feeding than any 
other brand of 
evaporated milk, 











ll 
ta 


THE 


AVAILABILITY 


AND 


ECONOMY 


FUEL OIL 


FOR YOUR 
BOILER PLANT! 


You'll find that for replacement 
of obsolete equipment or for 
new installations. Todd Burners 
will effect savings in fuel and 
ance costs. Skilled Todd 


ilists, modern Todd facili- 


mainte 
spec 
ties—backed by 35 vears of engi- 
neering experience — guarantee 
you economical burning of liq- 
uid and gaseous fuels. See your 


local Todd dealer now! 


Oil Burners 
Gas Bur ners 


Combination 
Oil and Gas 
Burners 


COMBUSTION 
TODD SHIPYARDS CORPORATION 


81-16 45th Ave., Elmhurst, Queens, N. Y. 


NEW YORK + BROOKLYN * ROCHESTER, 


BUFFALO * HOBOKEN + NEWARK * PHILADELPHIA 
HARRISBURG * YORK * CHICAGO * CHARLESTON, 
S.C. * BOSTON * SPRINGFIELD, MASS. 
BALTIMORE * WASHINGTON * RICHMOND, VA, 
ATLANTA * DETROIT * GRAND RAPIDS * TAMPA 
GALVESTON * HOUSTON* MOBILE*NEW 
ORLEANS * LOS ANGELES * SAN FRANCISCO 
SEATTLE © MONTREAL * TORONTO 
BARRANQUILLA + BUENOS AIRES + LONDON 








EQUIPMENT DIVISION | 


NEWS... 


Medical Record Librarians 
to Have Advanced Workshops 
in San Francisco, St. Louis 

SAN FRANCISCO An advanced 
workshop for registered medical record 
librarians will be held here during the 
Western Hospital Convention May 9 
13, it was announced here last month 
Theme of the workshop will be hospital 
reports, with emphasis on the accumu 
lation of statistics, their evaluation and 
presentation, it was explained 

Sections will also be given on job 
analysis, personnel training and man- 
agement, the report said. The standard 
reviewed and 


nomenclature will be 


methods of indexing will be demon 


a great deal 
doing very 


strated for hospitals doing 


of research and for those 
little 

An advanced workshop for medical 
record librarians is to be presented in 
St. Louis June 6 to 10 in cooperation 
with St. Louis University, it was also 
announced. The program will stress de 
partmental organization and personnel 
relations, including on-the-job training, 
Statistics, reports and other topics that 
are of particular interest to department 


heads 


Announce Institutes for 
Purchasing Agents, Engineers 
CHICAGO.—An institute for purchas 
ing agents will be held in Washington 
April 18 to 22, the American Hospital 
Association Maryland-District 
of Columbia Hospital Association, spon- 


and the 


sors, have announced. The institute will 


take up such matters as the organi- 


zation and operation of purchasing 
and stores departments, purchasing of 
canned goods, meat, textiles and equip 


ind 


ment, and the use of standards 
specications, the announcement said 
An 
has been scheduled for Aprif 11 to 15 
at Buck Hill Falls, Pa., 
the American Hospital Association and 
Pennsy! 
This 
training is especially geared to provide 
information 


institute for hospital engineers 


Spons¢ red by 


the Hospital Association of 


vania, it was also announced 


hospital engineers with 


concerning new developments in the 
field of hospital plant operation and 
maintenance; among subjects to be 
taken up are the engineer's contribution 
corrective and preven 
op 


fire 


u patient Care 


tive maintenance, boiler care and 


eration, laundry maintenance and 


protection 


Reduce the 
HIDDEN COSTS 


FLOOR 
MAINTENANCE 


REDUCE PERSONNEL TURNOVER: 

Continual hiring, training and rehiring of 
maintenance workers is costly. You can 
help reduce this waste with a HILD Floor 
Machine. This machine's precision balance 
and self-propelled action enable it to do 
the job faster and easier. This lightens 
every routine maintenance job. Helps keep 
employees satisfied. 


REDUCE FLOOR DEPRECIATION: 
The HILD Floor Machine prevents 
needless wear caused by incomplete main- 
tenance. The machine has easily inter- 
changeable attachments to do the complete 
job. It will scrub, wax, polish, buff, sand, 
steel-wool, or grind. 


PREVENT ADVERSE IMPRESSION: 
Bright, clean, lustrous floors make an excel- 
lent impression on the public. The HILD 
Machine's effortless handling encourages 
frequent, complete maintenance .. . enables 
you to keep floors always in the peak of 
condition . . . reduces the “hidden costs” 
resulting from loss of prestige. 


WRITE FOR 
FREE 
CIRCULAR 


HILD FLOOR MACHINE CO. 


740 W. Washington Bivd., Dept. MH-4, Chicago 6, til 
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A scalpel was contaminated with Staphy- 
lococcus pus from a carbuncle. After three 
washes in sterile water, 6000 bacteria were 


counted on the sealpel. 





The same scalpel, after being immersed 5 
minutes in the 20, AMPHYL formula recom- 
mended for instrument trays (formula sent 
on request). \o bacteria remained on the scalpel. 




















YOUR MOST 
DEVASTATING WEAPON 


IN THE WAR ON GERMS... 


AMPHYL ... only AMPHYL ... combines these features— PHENOL COEFFICIENT I0 
Non-toxic, non-injurious to human tissue. Effeetive in 
presence of organic matter. Mild, agreeable, clean odor. 
Rust preventative for instruments. Powerful surface - 
tension depressant. Concentrated potency permiis high 
dilutions, low costs. 44°; AMPHYL solution, recommended 
for disinfecting surfaces. costs only 2¢ per gallon. AMPHYL 
most frequently used in 14°; to 27 solutions. 
NON-SPECIFIC AMPHYL climinates all necessity of stocking 
several germicides for various specific purposes. Doctors 
already familiar with it praise AMPHYL highly for uses 

in surgery, obstetrics, gynecology, dermatology, dentistry, 
and unlimited general utility. 


AMPHYL— List price. $5.00 per gallon. Save 2067 by buying a 
>0-gallon drum. Supplied in |-gallon containers and in 5, 10 
and 50-gallon drums. Leading hospital supply distributors 
are authorized to sell AMPHYL. 
AMPHYL destroys 


WRITE for samples of AMPHYL and detailed monograph for the 
more deadly germs 


medical and dental professions to your 
HOSPITAL SUPPLY DISTRIBUTOR or to more quickly 
LEHN & FINK PRODUCTS CORPORATION more economically! 
Hospital Department 
445 Park Avenue, New York 22, N. Y. 
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HoOsPIiaat, 


Greater 


Capacity in 
Smaller Space 


COLT AUTOSAN R-16 and 











ONLY 
COLT-BUILT 
AUTOSAN 


HAS The new, modern Hartford Hospital finds R-16 ideal 

CLOUDBURST for each of its 16 diet kitchens because R-16 delivers 

ACTION 900 clean, sparkling, Sanitized dishes an hour — 
and occupies only 3.06 square feet. Other users 
like its capacity of 1500 glasses per hour. 








OLT| AUTOSAN < 








Dishwashing, Sanitizing and Drying Machines 
TELL ME MORE! Colt's Mfg. Co., 26 Van Dyke Avenue, Hartford 15, Conn. 


We serve customers at our largest meal. Self service Waiter service = 


Send me descriptive folder and FREE BOOKLET “Check Points for Better Dishwashing”. 
Name Position 
Company 


Address 


THERE'S AN AUTOSAN TO FIT YOUR BUSINESS 


NEWS... 


North Carolina Contest 
Recruits Student Nurses 
RALEIGH, NC Miss North Caro 
lina Student Nurse,” a contest begun 
three years ago to catch the career in- 
terest of high school girls, worked it 
self up to a photo finish on March 16 
The winner, a senior student nurse, 
is given a tour of the state, where she 
speaks before high school and college 
groups in the interest of nursing as a 
career. Besides this, she gets many Cour- 
tesy gifts, among them an airplane trip 


la hotel 


to a Bermuc 

Kay Kyser picked the winner from 
nine finalists, the points being personal 
appearance, personality, scholarship, ap- 
titude for nursing, spirit of service, and 
speaking ability 

The North Carolina Good Health 
Association sponsors the contest. Last 
year's recruitment goal of 1000 student 
nurses was exceeded by 100, and a sub- 
stantial percentage of the recruits at- 
tributed their decision to enter the pro- 
fession to the interest aroused by the 


contest 


Private Duty Nurses 
Seek Pay Raise 

New York City.—A campaign is on 
in this city to raise the pay of private 
duty nurses to $12.50 for an eight-hour 
day 

The executive board of the Registered 
Nurses Guild 312, A-F.L., is asking the 
Central Trades and Labor Council of 
New York City to “put pressure’ on 
hospitals and hospital associations, Nan 
T. Cuming, field representative of the 
group, declares 

Doctors’ and nurses’ registeries also 
will be approached for support in win 
ning a pay increase for private duty 
nurses 

Miss Cuming contends that these 
nurses, now getting $1.25 an hour, are 
being paid at the same rate as baby 


sitters 


New Clinic in Queens 

New York CIty lo help relieve the 
wcute need for clinic facilities in 
Queens, a new outpatient building and 
ambulance station is being built at 22d 
Avenue and 125th Street, College Point, 
Lk. Dr. Marcus D. Kogel, commis 
sioner of hospitals, reports It will cost 
$275,000 and will be completed in the 
autumn. Average clinic attendance will 
be between fifty and 100 persons a 
day. Ambulance service will be con 


tinuous for twenty-four hours a day 
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SANITATION 


—a non-porous surface that won't 
harbor dirt 


EASE OF CLEANING 
—that requires only a quick whisk 


with a damp cloth 


LONG LIFE 


—that cuts Cost-per-year, as service 


life goes on and on 


BEAUTY 
—that makes surroundings pleas 


ant, as well as serviceable 


COLOR 
that is highly fade-resisctant 
stays clear and true and brilliant 


MICARTA 


PATTERN 
—to strike just the note you want 
in decoration 


STAIN RESISTANCE 
—so that spilled food and drink 
won't harm the surface 


CHIP RESISTANCE 


—so that pots, pans and dinner 
ware won't mar the surface 


SCRATCH RESISTANCE 
—to reduce damage by thought- 
less guests and hurried help 


HEAT RESISTANCE 
—will withstand 280° F. Even a 
neglected cigarette, won'tdo harm 


Micarta is a remarkably tough 
and strikingly handsome plastic 
laminate, available in 32 colors 
and finishes. It is widely used 
in main kitchens, pantries, diet 
kitchens, operating rooms, cor- 
ridors, reception rooms, recre- 
ation areas, and in wards and 
private rooms of leading hos 
pitals and institutions 


Micarta requires virtually no 
maintenance. It is not affected 
by boiling water, alcohol, de- 
tergents, cleansers, dilute acids, 
condiments ...even barber and 
beauty shop preparations. 


While Micarta is highly resis- 
tant to cigarette burns, a special 
cigarette-proof grade is avail- 
able for complete protection 


-.. plus these 
Exclusive Features 


SPECIAL BEAUTY MASK of heavy 
kraft paper protects Micarta 
from tool damage during instal 
lation. When i's stripped off, 
you have a flawless surface 
WIDEST RANGE of colors and 
patterns including Linen, Foam 
and Mother of Pearl, plus 
Truuwood penuine wood veneers 
in Korina, Primavera, Mahogany 
and Waln 

DIFFERENT FORMS tor dif 
ferent jobs Micarta Sheet, 
1/16” thick, used by fabricators 


who have requisite bonding 


equipment. Micarta Panel, 


Plywood Micartabord, 
5 32” thick, used gen- 
erally asa wall surface 


Why not test Micarta’s 
unusual prop- 
erties, and see 
for yourself ? 
Send tne cou- 

pon tor tree 
sample and 
complete 
literature 


rative purposes 


/ -f t 
yd Corporation 


8” 
and I-1 4” thicknesses...Micarta 
sheet, bonded to special panels 
of mahogany-taced Weldwood 


Chinese Red and Tan Linen Micarta liven up the coffee 
shop of New York's Governor Clinton Hotel. With 
or without linen, Micarta provides an ideal table surface. 


Notice, in this residential kitchen, how well Chinese Red 
Micarta blends with the Birch Weldwood cabinet work. 
Brilliant color that follows the trend away from “hospital 
white’ in home kitchens. 


Four different Micarta colors add appeal and utility 
to the fountain in the Drug Fair store, Bayonne, N. J 
The top is of Gray Linen, front and sides are 

Gray Foam with a Red strip insert, base is black. 


UNITED STATES PLYWOOD CORPORATION 
55 West Sth Strect, New York 18, N. 3 
MICARTA THE “THIRD DEGREI 


w beautif 


NAMI 
COMPANY 
ADDRESS 


CITY 











a ay ary 


‘EG el 


WHATEVER YOUR CLEANING NEEDS — 
ARMOUR HAS THE RIGHT SOAP FOR YOU 


Attractive coffee shops, diet kitchens. 


Blankets and bedspreads 
Colors (fabrics, draperies, etc.) 
Dishes and glasses 

Enamel and porcelain ware 
Floors 

General cleaning 

Halls 

Interior lobbies, w siting rooms 
Just for the pharmacy 
Kitchen 

Linoleum 

Mirrors 

New- looking white work 
Ordinary pots and pans 
Patient's personal soap 
Quality linens 

Rugs 

Surgical Se val up 

Tile and terrazzo surfaces 
Upholstery 

Varnished, waxed floors 
Woodwork and walls 

Xtra heavy laundry 


Your washroom dispensers 


No. 422 Synthetic Detergent 
Royal Flakes 

Hilo Powder 

Royal Flakes 

Sail Soap 

Triumph Synthetic Detergent 
No. 422 Synthetic Detergent 
Hospital Green Soap 

Liquid Scrub Soap 

Armour’s Glycerine 
Lighthouse Washing Powder 
H. G. Vegetable Oil Soap 
Regal Synthetic Detergent 
Flint Chips 

Topaz Chips 

Dial Antiseptic Toilet Soap 
Flint Chips 

lexscour Flakes 

Formula No. 99 Antiseptic Soap 
Energetic Detergent 

Regal Synthetic Detergent 


Lustro Oil Soap 


Hospital Green Soap 


Giant Powder 
Liquid Hand Soap 


Zine and marble surfaces H. G. Vegetable Oil Soap 


Yes, from solarium to basement, there's a quality Armour Soap for your every cleaning job 


Laduitial Soap Division 


Armour and Company ¢ 1355 West 3istStreet © Chicago 9, Illinois 











Provide Your Staff with the Best Utensils... 
CRUSADER Stainless 


There are CRUSADER Stainless utensils designed for 
every phase of patient treatment. 

Such daily necessities as bed pans, urinals, instrument 
trays and dressing jars have been proven superior by years 
of constant use in many of the country’s leading hospitals. 

CRUSADER ware is made of solid Stainless steel and 
their seamless construction leaves no crevices to harbor 
harmful germs. 

Due to their ever lustrous, smooth, acid-resistant sur- 
faces, CRUSADER basins, sponge bowls, forcep jars, pails, 
catheter trays, and irrigators are easily kept sanitary and 
sterile for every emergency. 

Make a test installation of CRUSADER Stainless in your 
Clinical, Surgical, or Patients Departments and prove for 
yourself the Durability, Economy, and Efficiency of these 
utensils. 

Remember every CRUSADER utensil is backed by 

A “Almost a Century of L & G Craftmanship.” 


/ 





2 CRUSADER Stainless WARE 


ey LALANCE & GROSJEAN MFG. CO. WOODHAVEN 21, N. Y. 
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NEWS... 


Most Patients Satisfied 
With Hospital Service, 
Opinion Poll Reveals 
MorRIsSTOWN, N.] 
of hospital patients shows a large per 


An opinion poll 


centage of 1161 patients satisfied with 
Robert G 
Me 


morial Hospital, reported last month 


received, 
Morristown 


the service they 


Boyd, director of the 


An agency outside the hospital re 


viewed 161 patient questionnaires 


filled in during the last year, Mr. Boyd 
Results of 


said, and reported that the 


1948 poll closely parallel the opinions 
expressed by about the same number of 
patients during 1947, the first year of 
survey A sum 


the patient opinion 


mary of opinions follows 

Dissatisfied 
Reception 1157 } 
Nursing Care 1156 5 
Food 1143 18 


Excluding children and other patients 


Satisfied 


incapable of filling in the questionnaire, 


approximately 50 per cent of the pa- 


crents took advantage ot the opportunity 





in emergencies. 


22 Cottage Park Avenue 





For that first breath 
of life you can rely on 
an EMERSON RESUSCITATOR 


A rhythmic alternation of gentle pressure and suction 
has been found absolutely safe and maximally effective 
in the studies of Ivy, Schwerma, Thompson, Birnbaum, 


Swann, Martinez, Coryllos, and others. 
\ single lever control averts the danger of confusion 


May we demonstrate or send you further information? 


J. H. EMERSON CO. 


Cambridge 40, Massachusetts 


“Simplest and Safest” 








to reply. Hospital authorities feel this 
is a surprisingly large number, in view 
of the fact that great care is taken to 
keep the canvass on a purely voluntary 
basis. Patients merely are handed the 
forms without personal comments or 
pressure of any kind to persuade them 


to fill in the forms, it was explained 


Trustees of Northwest 
Blue Cross Plan Meet 

PORTLAND, OREW—At 
the board of 


the annual 


meeting of trustees and 
representatives of the forty-three mem 
Northwest Hospital 


here last month, 


ber hospitals of 


Service (Blue Cross ) 
trustees reelected are Sister John of 
the Cross, Sister Rose Imelda, Paul R 
Hanson, W. P. Stalnaker, all of Port 
O. Moberg, Astoria 


three-year 


land, and ¢ 

Newly elected to 
terms are Dr. Russell | 
land, and John Sundberg, the Dalles 
Cecil W 


Oregon 


serve 
Johnsrud, Port 
Posey, executive secretary, 
Was 
tor a fill a 
vacancy. Officers E. B 
MacNaughton, president; Stanley Lamb, 
M.D., vice president; R. W. Nelson, 
secretary; Frank J. Walter, treasurer 
The 1948 annual report of executive 
Dickson showed that 


Education Association, 


elected one-year term to 


reelected are 


director Frank F 
despite increases in the cost of hospi- 
talization, it Was not necessary to 1n- 
crease group rates during the last year 
No rise is contemplated at this time, 


Mr. Dickson said 


Beth Israel Hospital 

Plans Expansion Program 
New York Ciry.—At graduation ex- 

the nursing class at Beth 

Charles 


ercises of 
Israel Hospital here March 2, 
H. Silver, president of the hospital, an- 
nounced that ground will be broken 
for a $1,400,000 


The program will 


within two months 
expansion program 
include construction of a laboratory, a 
nursing home and an outpatient clinic 
Land purchased for $300,000, which 
was contributed by the trustees, will 
bring the total land owned by the hos 
pital to about two-thirds of the block 
bounded by Stuyvesant Park, First Ave 
nue and Sixteenth and Seventeenth 
Streets 

The main 


will be fourteen stories and will include 


structure of the project 


modern nursing school plant; plans 
also call for a five-story building that 


will be used for a nurses’ home 
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To 
Maintain 
il 
Steady 
Weight 


Cartose is a carefully proportioned mix- 
ture of dextrins, maltose and dextrose. Low rate of fermentation. 


Low incidence of digestive 


Since each of these carbohydrates has 
disturbances. 


a different rate ofassimilation, a 
Bottles of 1 U. S. pint. 


steady supply of carbohydrate is re- : 
leased for “spaced” absorption. Write for formula blanks. 


Speccpially 


‘e F 
-_ Leb 
Cartose, trademark reg. U. S. & Canada 
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NEWS... 


University of California 
Regents Announce Start of 
Medical Research Center 
BERKELEY, CALIF.—The 
University of California 


regents of 
have ap- 


multi-mil 


the 
proved the beginning of a 
lion dollar building program to con 
struct a medical research center on the 
Los Angeles campus, the university an 
nounced here last month. Scheduled 
for immediate construction trom plans 
drawn up by architects Walter Wurde 


man and Welton Becket is a $15,500 


000 medical school and teaching hos 
pital unit which will form the nucleus 
of the project, the announcement said. 

This central structure will combine a 
complete undergraduate medical school 
and 500 bed teaching hospital, as well 
as provision for 114 additional student 
health service beds, it was explained. 
The radiology department and surgical 
operating rooms will be built under- 
ground, the university said, an inno- 
vation in the construction of a modern 


hospital 


in razors or needles 


nothing holds 


Only VIM_ needles 


an edge like tempered steel! 


are made of 


“Laminex” stainless steel. Unlike most 


stainless steel used 
needles, “Laminex’”’ 


in hypodermic 
is heat-treated 


to give it a true spring temper. That's 


why VIM “Laminex”’ 
sharper longer, need 


hypodermic needles and syringes 


needles 
replacement 
less frequently. Specify ... 


stay 


Available through your surgical supply dealer 


MACGREGOR 


INSTRUMENT COMPANY, NEEDHAM 92, 


MASS 


Also 


planning whereby classrooms and_ lab- 


unprecedented is the interior 
oratories devoted to a particular medi- 
the opposite 


as the corre- 


cal subject will 
wing on the 
sponding ward in the training hospital, 


examine 


occupy 
same story 
thus students to 
appropriate patients without leaving the 
floor. Architecturally, the 
school will be entirely flexible, with a 
modular system in 5-foot units provid- 
ing variety of floor plan arrangements 


permitting 


hospital- 


Chicago Council Opposes 

Hospital Licensing Bill 
CHICAGO. 

proposed hospital licensing law 


Opposition to the pres 
ently 
for Illinois was expressed at a meeting 
of the Chicago Hospital Council here 
month 
tive committee of the council, Wendell 


last 


Reporting for the legisla 


Carlson said there was a division of 


opinion in the committee about the 
need for any such law 


The 


any licensing law in Illinois should pro 


committee recommended that 
vide for a licensing board consisting ot 
four hospital administrators, ene hos 
pital architect and one practicing physi 
cian, Mr. Carlson 
would be responsible for the preparation 


said. Such a board 
of rules and regulations to be submitted 
to the State Department of Health for 
approval 

Presently proposed legislation otters 
hospitals inadequate professional repre 
sentation in the licensing authority, it 


was explained. Moreover, the presently 


| proposed bill includes a section on racial 


liscrimination which the committee be 
lieves would work a hardship on hospi 
tals Any such entirely 
foreign to the intent and purpose of a 
licensing Mr 


and the committee therefore rec- 


provision ts 


hospital law, Carlson 
stated, 
ommends that the council oppose House 
Bili 51 for the reason that the bill has 


an anti-discrimination clause. 


Seeks $7,000,000 Fund 
PASADENA, CALIF.—The sum of $7-, 
000,000 for a new 500 bed White Me 
morial Hospital is being sought by the 
College of Medical 
The college has a 105 tract 
Monterey Park. Half of the funds will 
be obtained from the Seventh Day Ad 


Evangelists here 


acre near 


ventist denomination, and the remainder 
will be sought through a fund-raising 
campaign directed by the women’s com- 


mittee of the medical college. 
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ta “Oxygen Therapy-wise” hospital 


administrators know the advan- 





tages of having an oxygen therapy depart- 
ment. Here are some of the services to users 
of Linpe Oxygen U.S.P. that can help you 
to organize and operate a smooth running WEDICAL INFORMATION: OvvcEN 


oxy gentherapy department in your hospital: Puerapy News: Wedical Reprints: and 


just write or phone the nearest LINDE office. “Bibliography on Oxvgen Therapy.” 








VOTION PICTURES: “Oxvgen Therapy 
z Procedures; ~ Physiology of Anoxia™; “Oxygen 
TECHNICAL INFORMATION: “Oxvgen ” 

Therapy in Heart Disease. 
Therapy Handbook”; Oxycen Therary Buc- 
Levin: Case Charts: Cylinder Flow-Chart Tags: 





Cylinder Contents Tags; Caution Signs; and 


Nursing Procedures. 


THE LINDE AIR PRODUCTS COMPANY Unit of Union Carbide and Carbon Corporation 
30 East 42nd Street, New York 17, N.Y UCC} Offices in Other Principal Cities 


n Canada: Dominion Oxygen Company, Limited, Toronto 


ade-mark of The Linde Air Products Company 
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EMERGENCY ELECTRICITY 


for all essential hospital services 


Within seconds after power fails, 
Onan Plants take 
over the power load, providing elec- ° ‘ —_ 
tricity for all essential uses. Plants — 

4 
start automatically, activated by any S 
break in electrical service, run for the >]. SE 
4 s, 9F ~ 
duration of the emergency, stop auto oe, 


Standby Electric 


matically when regular power is re 
stored. Require little maintenance be- 
tween running periods. Shipped com- e 


plete, 


Elevators Ward lights 


ready to install and operate 





Heating system Operating lights 


ONAN Electric Plants are available in 
many models and sizes: A.C.—350 to 
35,000 wotts. DC.—600 to 15,000 
wotts. Battery Chorgers—500 to 6,000 


worts 


D. W. ONAN & SONS INC. 


Write for folder 


Protect New- Born Lives 
wm NE & J RESUSCINETTE 


NEWLY DESIGNED E G J EQUIPMENT 
FOR DELIVERY ROOM 
COMBINES RESUSCITATOR WITH 
AUTOMATICALLY HEATED AND 

HUMIDIFIED CRIB 


OFFERS THESE ADVANTAGES: 


~h 


(—— 
Write today for ‘ 
descriptive literature 
No obligation, of course. 
——— ee — 


E & G MANUFACTURING CO. 297205050." 4 2088 
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NEWS... 


Cut Back of Military 
Hospitals Ordered 
WASHINGTON, D.C 
of three army and navy hospitals has 


The ¢ losing 


been ordered by James Forrestal, Secre- 


tary of Defense, in line with the recom- 
mendations offered by his Committee on 
Medical and Hospital Services of the 
Armed Forces. The Secretary's direc- 
tive called for the closing of the naval 
hospital at Pearl Harbor; the army's Mc 
Cormack General Hospital at Pasadena, 
Calif., 


General Hospital on Guam. Three other 


and the army's Twenty-Second 
hospitals are to be reduced in status to 
perform only emergency and temporary 
treatment; forty-eight smaller station 
tacilities will be restricted to dispensary 
service only 
The action was described as “a major 
move in the program for consolidation 
of hospital care and increased common 
se of military medical facilities and 
personnel 

The three hospitals reduced to sta- 
Fort Totten 
General Hospital, Long Island, N.Y., 
Tilton General Hospital at Camp Dix, 
N.J., and the 183d Army General Hos 
pital, Anchorage, Alaska 

Contraction of the military hospital 


facilities, Secretary Forrestal explained, 


tion hospital status were 


will relieve somewhat the critical short- 
age of doctors and dentists in the armed 
services. His order followed the recom- 
mendation of a special board headed by 
Dr. Paul R. Hawley, former chief medi- 


cal director of the V.A 


V.A. Conducts Institute 


to Train New Managers 
WASHINGTON, D.C.—Leaders in bus- 

iness, government and medicine served 

four-week 


is imstructors for a_ recent 


Veterans Administration institute to 
train newly appointed managers in poli- 


cies hospital 


and procedures of V.A 
according to a V A. re 

The 

pital maintenance, legal, 

lic relations, public speaking, hospital 
] 

i 


manageme nt 


port here institute covered hos- 


medicine, pub- 
management, _li- 


inning, personnel 


I 
brary, educational and a variety of other 


( pics, it Was explained 

Among the instructors were Joseph 
G. Norby, president, Albert V 
Whitehall, Washington director of the 
Hospital Association, Dr. 
Crosby 
Hospital 


author, 


and 


American 


Edwin | director of Johns 
Hopkins Baltimore 
W illiams, and C A. 


hospital architect of Chicago 


Greer 
Erikson, 
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| 4 ~ » : & b he ); 
ANOTHER REASON WHY) \/658) some & Jog | MORE SLOAN FLUSH VALVES ARE SOLD THAN ALL OTHER MAKES COMBINED 


| 

















2, 
* Report of independent nation-wide survey 
among Hotel Managers of hotels having 50 rooms 
or more, 15% of whom responded 


SLOAN VALVE COMPANY «+ CHICAGO «+ ILLINOIS 
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NEWS... 


Largest Hospital Laundry Bridge. Two other sections, also near A dry cleaning unit will be estab 
Will Serve Patients and ng completion, consist of a garage for lished as part of the laundry plant 
Personnel on Welfare Island fifty hospital vehicles and a firehouse according to Leo Dunningan, director 


he laundry, which will go into serv- Of the hospital department's laundry 


New York CIty streamlined, 


' ' ig ae ‘ service. Mr. Dunningan added that the 
three-story laundry ilding, scheduled : 


ce May 1, is equipped with the latest 
“es } 
tor completion on il 12 on New tomatic type of machinery and the " laundry “will be an important 


' } } } ] } 
York Citw’s Welfar and. will serve most modern satety devices. Provision 


s 


factor in the present rehabilitation pro 


gram for aged patients 


pproximately 110,000 patients and per s made for an initial output of 7000 


sonnel in the seven institutions on ti to ( laundry per year this produc 


in be increased to 11,000 tons 


Mount Morris Hospital 
Opens Outpatient Unit 

New York Ciry.—An_ outpatient 
clinic was opened March 14 at Mount 


to meet th ‘ all institutions 
rojecte on the now on the tsland 1 those planned 


Queensbor for construction 


Morris Park Hospital here, the only en 


tirely Negro-financed medical institu 


“DURAB LE” tion in New York since the department 
of hospitals assumed control of Syden 

ham Hospital on March 3 
TORSO MODEL At ceremonies opening the outpatient 


lepartment, Dr. S. Aubrey Gittens, direc 
Made in Occupied Japan tor of the clinic, told city officials that 
will be opened on a semi-charitable 
basis. He stressed the fact that this 
service was only the first phase ot the 
coordinated community-help program 
planned by the board of trustees of the 
hospital One aspect of the work of 
the hospital, Dr. Gittens stated, is a 
plan to provide group employe medical 
insurance at reduced rates to organiza 
tions in the area 
Dr. Morris A. Jacobs, regional medi 
cal superintendent of the Manhattan 
Department of Hospitals, congratulated 
the members and staff of the hospital 
on the opening of the clinic. He said 
There can be no question but that the 
epening of the clinic will help serve 
he entire community by making avail 
ble therapeutic and diagnostic facil 
Durable" Torso Models are used in leading ITLeS Patients of all races and creeds 
re admitted to Mount Morris, and both 





universities, nurses training schools and other 
institutions teaching anatomy and physiology Negro and white men and women are 
included on its staff 


* A life size female model made of colored pressed paper .. . Can be Medical Art School Opens 

washed with soap and water. AUGUSTA, GA The first school of 
Abdominal and thoracic organs and brain can be removed for use as 
individual teaching models . . . Organs open to show detailed internal 
structure; brain is dissected into six parts. 
Labels on the model identify over 500 structures which are described 
in an accompanying booklet. cine. Jack 
Physiological relationships of the circulatory, nervous, respiratory, of art as applied to medicine, is di 
digestive and other systems can be clearly demonstrated on the model. rector of the courses 


2000 ‘Durable”’ Life Size Female Torso Two types of teaching are being 
Each $350.00 done. One is on the technics of medi- 


cal illustration and is open to medical 


medical illustration in Southeastern 
United States has been opened at the 
University of Georgia School of Medi- 
Wilson ISSOC LATE protessor 


Write for Our New Catalog, giving your position 


Seps ade aud or ie “he 
and institutional address, please udents and research workers. The 


other is for medical art students, con- 


CLAY-ADAMS ComMPANY. INC. sisting of advanced courses for medical 
141 EAST 25th STREET Pp NEW YORK 10 tllustrators ind a tour-year course tor 


Showrooms alse of 208 West Weshiagtes Street, CHICAGO B&B, it. beginners 
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CARROM FURNITURE 


Attractive, well-made Wood Furniture com- 
bines, to a high degree, both literal and 
figurative warmth and friendliness. From a 
practical, physical standpoint wood, be- 
cause it is to a great extent a non-conductor 
of heat, has a friendly, comfortable ‘‘feel’’ 
that invites use. But over and above this 

. wood possesses a natural emotional 
warmth that is normally generated by inti- 


mate, friendly things. 


Carrom Wood Furniture possesses, in a 
great measure, these characteristics of 
“Friendly Warmth" . . 


natural instincts of the average person. This 


. appealing to the 


is especially desirable for institutional use 


CARROM INDUSTRIES, 


New York Office: 19 W. 44th St., Ralph Berg 
Chicago Office: 1503 N. Sedgwick Ave., James L 


RO 
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INC., 


Unexcelled for 
friendly warmth 


CRAFTSMEN 


uild FOR THE DECADES 


where the individual finds himself more or 


less remotely situated from home and 
friends. Both physically and psychologi- 
cally, he enjoys the gracious and beneficial 
influence of ‘‘friendly warmth’’, generated 


by the ageless spirit and fibre of WOOD! 


Carrom Wood Furniture is made especial- 
ly to meet institutional needs . . . college 
and nurses’ dormitories, hospital rooms, 
ward or lounge. Whether used to furnish 
an entire building or just a room, its basic 
styling, simple lines, functional adaptability 
and strong construction combine with its in- 
viting atmosphere of ‘‘friendly warmth" to 
provide a maximum degree of intrinsic worth. 


LUDINGTON, MICHIGAN 
Angle 


wooob 


FOR HOSPITAL 


ST 


wl 


les mo fF 4. 

— —; 
wi ~Z STEEL PIN THRU / \ 
| POSTE STRETCHER \ 


RAILS PINNED 
TO POSTS 


It is not enough that Carrom 
posts, legs and rails have a 
tight drive-fit. As further as 
surance of serviceability, a 
wood pin or metal insert is 
driven through the joined 
part to engage the post, leg 
or rail and hold if more 
securely 


FURNITURE 
SERVICE 








was graduated from Ohio Wesleyan Douglas Poteat 


ABOUT PEOPLE University in 1931 \tter working in was appointed ex- 


dsenmsad drop BR 
ntinued From Page the Credit and Estate departments of ecutive vice presi 





the Cleveland Trust Company, he joined dent ot Memorial 





Maynard H. ind Sibbison, a firm of Hospital Center 
Collier has been iccountants and tax for Cancer and 
‘ ind had been associated Allied Diseases, 


1d lin tor about a New York City, 


( prior to his appointment as hospi on March 15. Mr. Douglas Poteat 

Hospita ¢ | administrator 

H eeds Dr. Edward F. Dombrowski has been vice president of the American 

Abbie I. Porter, appointed by Gov. Adlai Stevenson of Society for the last three years and prior 
} | retired M. H. Collier Illinois to head the Chicago State Hospt to that was associated with the Amer 


ser Vict Lon tal, Dunning, a post he held previously 


Poteat has held the post of executive 
Cancer 


ican Red Cross, first as Deputy Commis 


Areas and later 


Mr ollier under the late Gov. Henry Horner sioner of Pacific Ocean 
as executive vice chairman 

Dr. Maynard W. Martin, superintend 

ent, St. Luke’s Hospital, St. Louis, has 

succeeded Clinton F. Smith as president 

of the Hospital Council of St. Louts. 

a Mary K. West will resign May | as 

eee FOR LONG, TROUBLE-FREE >» So ’ ,dministrator ot Methodist Hospital of 


SERVICE LIFE Southern California, Los Angeles, thus 


terminating eighteen vears of association 

with the hospital. Miss West's immediate 

plans are tor a vacation and rest, 
Thomas F. Moore Jr. has been ap 


pointed executive director of the Tuber 








culosis Sanatoria Commission, Depart 
ment of Welfare, Commonwealth ot 


Kentucky. Mr. Moore was formerly as 








sistant) administrator, Medical Center, 
Jersey City, N.J 
Eusy-To-Read = = C. F. Fielden Jr, administrator of 
TUBE-TYPE A a - = Baptist Hospital, Beaumont, Tex. for 
FLOWMETER ». the last two and one-half years, joined 
= Northwest Texas Hospital at Amarillo 
SAFETY VALVE on April 1 as superintendent. He su 
depen ae ceeded F. F. Beringer. 
Frank C. Haythorn has been named 
acting superintendent of Greenville Gen 
eral Hospital, Greenville, S.C., where he 


has bee n serving as assistant superint¢ nd 


regulators e 








ent for the last two years. He succeeds 
Jacque B. Norman who resigned the 
superintendency to open an office in 
Greenville as consultant on hospital 
planning and administration 


Alma I. Schiek has left) Havyswood 

Hospital Maysville, Ky to become ad 
pital, 

ministrator of the new  Coftleyville 


Memorial Hospital in Coffeyvill 

which is scheduled to open in May. 
Howard F. Cook has been appointed 

the State 


e. Kan., 


ail ; idministratiy yervisor at 
Visit us at our booths—TRI-STATE HOSP. CONF.—Chicago—May 2-4 re ind enc ga: <3 > eaeaaelea 
University of lowa Hospitals, lowa City 


MIDDLE ATLANTIC HOSP. CONF.—Atilantic City—May 18-20 
\fter receiving his master’s degree in 


hospital administration from Northwest 


PURITAN COMPRESSED GAS CORPORATION ‘SRtiieiiesian os te. Coes 


BALTIMORE ATLANTA BOSTON CHICAGO CINCINNATI DALLAS his administrative 
DETROIT NEW YORK ST. LOUIS ST. PAUL KANSAS CITY | at University Hospitals 7 lowa 


“Puritan Maid” Anesthetic, Resuscitating and Therapeutic Gases , 
Oe me itv. In his new position, Mr. Cook will 
ave primary responsibility for the 215 


PURITAN DEALERS IN MOST PRINCIPAL CITIES 
ed Children’s Hospital unit of the in 


stitution 
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For 


Roentgenologie 


diagnoses 
Mallinekrodt 


eontrast 


The object of Mallinckrodt contrast media is to increase 
the scope of roentgenology—to provide accurate scien- 


media 


tific diagnosis. 


Barium Sulfate U.S.P. manufactured exclusively for 
es x-ray diagnosis—extremely smooth powder, free 
from all objectionable impurities. Barium Sulfate 

forms excellent suspensions in water alone and 


in all commonly used media. 


Hippuran* N.N.R. (sodium orthoiodohippurate) efficient 
medium for pyelography, cystography and urog- 
raphy. It is relatively nonirritating and nontoxic. 


Hippuran’* Sterile Solution N.N.R. (12 gm. of 


Hippuran dissolved in 25 ce. of distilled water) 
Dependable 4 bo 
iT pe ER CE RED EC , Write for literature references on_ indications, 


i) technic and contraindications. 


contrast 
Kedeikon® (iodophthalein sodium U.S.P.) excellent medium 


for cholecystography. Iodeikon was proposed by 
Dr. E. A. Graham and his associates and introduced 


» rd 
med > by Mallinckrodt. 
Mallincekro alt *Trade Mark Reg. U. S. Pat. Off. 


Mallinekrodt Chemical Works 


82 YEARS OF SERVICE TO CHEMICAL USERS 


Mallinckrodt St., St. Louis 7, Mo. 
72 Gold St., New York 8, N. Y. 


CHICAGO * CINCINNATI ¢ CLEVELAND * LOS ANGELES 


MONTREAL ¢ PHILADELPHIA ¢ SAN FRANCISCO 
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Protect against power failure 


with a stand-by KO H LE R 


Electric Plant 











Emergency current for: 
Lights in operating rooms, delis 
oms. halls, stairs, entrances 
signal systems, X-ray 

sterilizers, circulating 


er or oil burner 








If a storm, flood, fire or other mis- 
hap should suddenly interrupt the 
supply of electric current from 
your central station, cutting off 
your light and power, would you 
he able to avert serious conse- 
quences to your patients—con- 
fusion among your staff? 


Kohler Electric Plants are de 
signed for just such emergencies 
and supply the reliable protection 
vou need. If your current should 
fail, a Kohler Electric Plant will 
take over the load without delay 
and without human attention, 
providing electricity for all essen 
tial purposes. In many hospitals, 
ind in other places as well, Kohler 
Electric Plants have been directly 
instrumental in preventing dis- 
aster. Sizes are from 750 watts to 
LOKW. Takes little space and can 
be readily installed in boiler room. 
Requires minimum maintenance 
and upkeep. Write for illustrated 
folder E-14. Kohler Co., Kohler, 
Wisconsin. Established in 1873. 


KOHLER or KOHLER 


PLUMBING FIXTURES + HEATING EQUIPMENT + ELECTRIC PLANTS 


James McKelvey Jr. has been named 


administrator ot Chambersburg Hos 
pital, Chambersburg, Pa. succeeding 
Whitelaw H. Hunt, who resigned re 
cently to go to Cooper Hospital, Cam 
den, N.J. Mr. McKelvey was tormerly 
director ot Gratton City Hospital, Grat 
ton, W.Va 


Department Heads 
Richard B. Wray 
personnel director ai 
of Germantown Hospital, Phil 
Julia Jane Hereford, asso 
of nursing, | 
ot the school ot 
University, Nash . 
ruarv. Miss Hereford w 

t of dean on July 1. at whicl 
resignation of Frances Helen Zeigler 
| become etlective. Dean Zeigler wi 


retire trom. protessiona 


tu 


Marjorie Pickett, tormer personne 
at Greenwich Hospital, Green 
nn., is now st 

‘ose ph s Los; it il, 
where she IS Man! 
survey 

Manley C. Solheim has 

ated with Binghamton 
Pinghamton, N.Y... as direc 
chasing and personnel 

William R. Foyle has been appointed 

controller of Rhode Island Hospital 
Providence, R.I. A graduate of New 
York State Colle ue tor Teachers, \l 
bany, and Columbia University Schoo 
of Business, Mr. Fovle was previously 
associated with a firm of certified public 


accountants 


Trustees 
E. W. Jones has been named to th 


board of trustees of Provident Hospital. 


Chicago. 


Miscellaneous 

Dr. Elon Henry Clark, former assistant 
protessor of medical irt ind photogray hy 
at Duke University, has joined the Vet 
erans Administration Department of 
Medicine and Surg 
it’ photography 
educati Nn sery ice 
ber of the Duke fa 

Lawrence B. Hall, sanitary eng 
the Public Health Service, Federa 
ty Agency, has been assigned to Iran 
to help in that country’s fight against 
malaria. The Iranian embassy in Wash 
ington requested his services under term 
of the Smith Mundt Act 

James Neil Morris ha 
absence from his off ial 
State Department of Health of Alabama 


to establish a hospital counseling office 


. with the 
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The “‘painty”’ smell is gone from 
PRATT & LAMBERT 
LYT-ALL FLOWING FLAT 


e 
es ta f 
¥ = : 
{ i 
ee ee OS TER 


* = “ 


7 rg 
i mm nF ’ 
wh Bf Mise yl ae 
ee 


owe 


¢ dsr Firs at > hog one vA” 


THEDA CLARK MEMORIAL HOSPITAL, NEENAH, WISCONSIN 


SCHMIDT, GARDEN & ERIKSON, Architects, Chicago 
- CHRIS CHRISTENSEN, Painting Contractor, Neenah, Wis. 


General Contractors, Oshkosh, Wis 


HEN Lyt-all Flowing Flat is used to 
decorate hospital walls, as in the above 
modern, fireproof building, there are no com- 
plaints from patients or staf about ‘‘painty’’ 
odor. In making these coatings, the old eye- 
smarting and smell have been removed, not 
merely covered up 
During a century of manufacturing experi- 
ence Pratt & Lambert-Inc. has never produced 
a finer wall coating than Lyt-all Flowing Flat. 
Made in 26 matchless, de luxe colors, it dries 
with a beautiful, satin-smooth sheen, which can 
be washed frequently without leaving streaks. 
And now it has this new advantage — absence 


of objectionable odor! 


FLUOR BROS. CONSTRUCTION CO., 


Recent installations in Theda Clark Memorial 
Hospital include new surgery facilities, diag- 
nostic kitchen, complete new maternity and 
nursery facilities, power plant and laundry. 
Enlarged departments embrace the laboratories, 
X-ray, physiotherapy and pediatric divisions. 

As in hospitals throughout the country, Pratt 
& Lambert Paint and Varnish not only serve 
to beautify and preserve, but also aid conva- 
lescents by reason of their therapeutic values. 

For complete color plans and painting speci- 
fications, write Pratt & Lambert-Inc., 126 
Tonawanda St., Buffalo 7, N_Y. 
In Canada, 18 Courtwright St., 
Fort Erie, Ontario. 


meoisreaep 


Save the surface and you save all! 


1849 — Pratt & Lambert Hundredth Anniversary — 1949 
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He will serve as consultant in planning, 
construction and operation of hospitals 
built under the national hospital pro 


gram 


i Deaths 
= Edwin L. Wagner, secretary of the 

/ board of trustees of Wesley Memorial 
wv / 


Hospital, Chicago, for torty years, died 


Ball-bearing, 2-speed February 16 at the age of 80. 
capacitor motor gives 5 . 

6000 hours’ service before 
re-lubrication. 





COMING MEETINGS 


AMERICAN COLLEGE OF HOSPITAL ADMIN 
ISTRATORS, Cleveland, Sept. 25-26 


AMERICAN COLLEGE OF SURGEONS, Sectional 
Meeting: MacDonald Hotel, Edmonton, Alta 
April i2-13 


AMERICAN CONGRESS OF OBSTETRICS AND 
GYNECOLOGY, Hotel Statier, New York City 
May 14-19 


pa AMERICAN CONGRESS OF PHYSICAL MEDI 
Giont aoa ae CINE, Netherlands Plaza Hotel. Cincinnat 
high speed 30-inch fan. Sept. 6-10 


AMERICAN HOSPITAL ASSOCIATION, Cleve 
and, Sept. 26-29 


AMERICAN OCCUPATIONAL THERAPY ASSO 
CIATION, Book-Cadillac Hotel, Detroit, Aug 
23-25. Institute, Aug. 26, 27 


AMERICAN PROTESTANT HOSPITAL ASSOCIA 
TION, Cleveland, Sept. 23-24 


AMERICAN SOCIETY OF MEDICAL TECHNOL 
OGISTS, Hotel Roanoke, Roanoke, Va., June 
20-23 
AMERICAN SOCIETY OF X-RAY TECHNICIANS 
( San Francisco, June 5-10 
Two sizes: 24- and 30- 
inch blades. Four types Tift adjustment of 98°... ARKANSAS HOSPITAL ASSOCIATION, Marion 
pL ges Big 1 mountings available for Hotel, Little Rock, May 16-17 
and ceiling. floor, counter or ceiling. ASSOCIATION OF CALIFORNIA HOSPITALS 
Recreation Center, Santa Barbara, Nov. 17, 18 








ASSOCIATION FOR PHYSICAL AND MENTAL 
REHABILITATION, Hotel New Yorker, New 
York City, May 18-2! 


ASSOCIATION OF WESTERN HOSPITALS, Civ 
Auditorium, San Francisco, May 9-!2. 


CAROLINAS-VIRGINIAS HOSPITAL ASSOCIA 
TION, Asheville. N. C., April 21-22 
CATHOLIC HOSPITAL ASSOCIATION, St. Louis 
June 13-16 


1OWA HOSPITAL ASSOCIATION, Fort Des 
Moines Hotel, Fort Des Moines, April 22 


+8 ” . MARYLAND.-DISTRICT OF COLUMBIA-DELAWARE 
when you “breeze-condition”’ with HOSPITAL ASSOCIATION, duPont Hotel, Wi 


EMERSON-ELECTRIC AIR CIRCULATORS Meee ch, aulaatte City. Bi. b. May 1628. 

wi vention Hall, Atlantic City, N.J., May 18-20 

. « ” . . : . MID-WEST HOSPITAL ASSOCIATION, Kansas 

This “big brother” of the famous Emerson-Electric fan line offers City, April 26-28 

you giant breeze capacity. The modern design and beautiful finish 

will complement any office, shop, institution or store. Exclusive NATIONAL EXECUTIVE HOUSEKEEPERS ASSO 

J Rar . CIATION, Somerset Hotel, Boston, June 10, I! 

features and a high standard of precision craftsmanship assure extra 

utility, plus quiet, unfaltering service. All Emerson-Electric Air Cir- SOUTHEASTERN HOSPITAL CONFERENCE, Buena 

culators are backed by the famous Emerson-Electric 5-Year Factory- Vista Hotel, Biloxi, Miss., April 27-29. 

to-User Guarantee. Jae ; SOUTHEASTERN HOSPITAL PHARMACEUTICAL 

Remember ...in any surroundings, air in motion keeps people in ASSOCIATION, Hotel Biloxi, April 28, 29 

action... Clear air makes for clear heads. It pays to ventilate with ones CoMmennerS Ou MOUTAL MAAN 
, > -Fle : see 2c : SOUTHERN N NH AL PLAN 

quality Emerson-Electric fans. See your electrical contractor, or NING, Biloxi, Miss. May 19-21 


write for free Bulletin No. T-130. 
THE EMERSON ELECTRIC MFG. CO. + ST. LOUIS 21, MO. TENNESSEE HOSPITAL ASSOCIATION, Andrew 


TEXAS HOSPITAL ASSOCIATION, Buccaneer 
Hotel, Galveston, April 19-21 


TRI-STATE HOSPITAL ASSEMBLY, Palmer House 


| Chicago, May 2-4 
UPPER MIDWEST HOSPITAL CONFERENCE 
ll ag Minneapolis, May 26-28 


MOTORS + FANS ——=—_ ——=—_ APPLIANCES 
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“Our Stainless Stee] GAS 


Kitchen Equip 


Word in Clean 


Miss Elizabeth A. Wolfe consults with 
Chef A. N. Simon on the day’s menu. 


CLEANLINESS is vitally important, 
of course, but that’s not the only 
advantage of GAS and modern Stain- 
less Steel Gas Kitchen Equipment. 


Chef A. N. Simon points out that— 
“The automatic gas controls are im- 
portant, too, while the combination 
of flexible Gas and stainless steel 
equipment has resulted in time-saving 
and labor-saving in volume food 
preparation.” 

The efficiency of a small compact 
GAS kitchen is demonstrated by the 
capacity of the Loretto Hospital in- 
stallation. From this streamlined unit 
§00 to 600 meals are served daily to 
patients and the staff of this 135-bed 
hospital. 

But that’s typical of the service you 
can expect from GAS and modern Gas 
Kitchen Equipment. In fact, the econ- 
omy, cleanliness, and dependability 
of GAS has been demonstrated in 
hundreds of hospital kitchen installa- 
tions. Your local Gas Company Rep- 
resentative will show you why GAS 
is so universally accepted. 


AMERICAN GAS ASSOCIATION 


420 LEXINGTON AVENUE, NEW YORK 17,N.Y. 


MORE AND MORE... 
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ment is the last 


liness and Economy ¥ 
Miss Elizabeth Wolfe @ee 


Loretto Hospital, 645 South Central Avenue, 
Chicago. Sister M. Stephanie, Administrator. 


Modern stainless steel gas kitchen unit includes: 
Broiler, Open-top Range, Hot-top Range, 
Griddle-top Range, Deep Fat Fryer. 





livided into the lean and the fat, but 





he nuances in flavor and texture are 
T al £ Bb oO O K S fa & L Pr imost limitless. A cardinal rule is not 
to overcook if you wish to keep your 
finished product moist and tender and 





conserve its delicate flavor. Guides for 
purchasing, cleaning, dressing and cook 
ing are given, as are recipes (with ex 


FisH COOKERY. | a d- troubles the majority of dietitians faced €llent illustrations) for everything of " 
US. Department the ith the problem of devising seafood P!scene nature from the hackneyed fried 


BASIE 


to the planked, the boiled, the steamed 
CooK Oysters. Test about 160 varieties of fish are sold in nd the fish salad We are glad to say 
that only the New England type of 


Kit Ser N t t pleasing variety. Actually 


No price stated. the United States, but only seven are 
chowder is mentioned. An _ excellent 


court) bouillon and 


ese booklets a well known to the average consumer 


from coast to coast. Fish are principally appropriate = gar- 
nishes are included 
The booklet on the oyster, it seems 
pertinent to add, skips lightly over its 
nutritional virtues and takes up what to 
FOR YEAR ROUND ECONOMY ‘aidiad us 1 more immediate problem—how 
- to shuck it. Then follows every popular 
method and some of the not so well 


PYREX BRAND LABORATORY known technics of preparing this de 


lectable bivalve, including oyster stuff 

GLASSWARE ing, oyster noodle casserole, oyster salad 
on which we shall reserve our opin 

and oyster kabobs, stews, chow 

fers, bisques, and oysters Remick and 

Rockefeller. Illustrations also enhance 

the value of this booklet which with its 
companion piece will serve a_ useful 


rpose—MARY P. HUDDLESON 


pu 
\ MANUAL FOR TEACHING DIETETICS 
rO STUDENT Nurses. By ¢ 


y) ¢ wl? 
adelphtda. 
1949. Pp 


This manual carries an impressive list 


of sponsors, with Dr. Hilea Taba, then 


wr 
year-round economy you obtain with PYREX of the University hicago, as educa 


brand lal tory ware is Corning’s long interest in the tional consultant. It is also an impres 
field of public health. For many years, Corning researchers have rt 


t saves devoted to 
done a great deal of development work on glassware to serve ues and evaldarion’ apd ate 


your increasingly importaat requirements. tional theory. 126 to laboratory (cookery 

PYREX brand culture tubes, pipettes, petri dishes, milk-dilu- % as ) the principles of 
tion bottles, culture flasks and bacteria filters, for example, are ine ih etiam ak de 
made to exacting standards of chemical glass No. 774. It pos- i ¢ weniedt at Geie aeeet dn 
sesses properties which provide maximum mechanical strength, + diskt twine bese colt a 
heat resistance and chemical stability. This means longer serv- preliminary test by dietetic instructors 
ice life, greater economy. it: hospitals in 1944 and their comments 
} 


nd suggestions incorporated in the 


ui 


stocks PYREX brand laboratory ware for 
you and can give you prompt service. 


Consult your laboratory dealer now. He ' Bigs a 
present manual 


The work is intended to serve as a 
le to the instructor. Throughout the 
book the outline of content appears in 
se b eee ek Oe ee ee 2 8 ] x tape sition with suggested learning 
experiences » that the objectives de 


CORNING GLASS WORKS « CORNING, N. Y. veloped by the two national sponsoring 


Stocked by LABORATORY GLASSWARE nies av be achieved by the student 


Leading Loboratory Supply Houses 
to be hoped that the mod- 


PYREX 


TECHNICAL PRODUCTS DIVISION: LA ATORY GLASSWARE - GAUGE GLASSES + GLASS PIPE 
” 


LIGHTINGWARE - SIGNALW + OPTICAL GLASS + GLASS COMPONENTS rm rinct | WWVOLY with which 
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Give 
Your floors 
this 


IF THEY GET 100%... 
THEY’RE TILE-TEX FLOORS 


If not...look what you’re missing! 


Are They Durable? 


Many Tile-Tex floors have been for 
more than 20 year under the hard 
est kind of wear. Yet they're sell in 


Il service, 


Are They Versatile? 


There’s a Tile- Vex product for almost 
flooring need. T1/e-7 Isp 
for general use Tuff-Tex G 
Indu 7 tor areas that get 
use, such as machine shops, 
. Put Tex ts / i int), locker rooms and 
like. / , me Pla / T rich and brilliant 
for that “luxury look” you want in reception rooms, 
utive othces, etc. .V/ -Tex Pla tos Wall Tile tor 
mpanion product to Flexachrome: in colors especiall 
I rts to blend with vour Flexa 


kitchens and cafeterias 


ened by leadin 
floor 


Are They Functional 2 


With feature strip and other in 

serts, your Tile-Tex floors can 

help channel trathe, identify ba 

ind perform many other usef 
luties 


Are They Decorative? 


Ihe wide range of Tile-Tex colors anc 
sizes gives you almost endless design poss! 
bilities. Tile- Tex contractor will help you 
plan a special pattern of your own, and 
then top it off with a personalized custom 
insert, made to your order 


Are They Colorful? 


lile- Tex brings you 34 of the most eve 
ippealing colors on the market. Ves bril- 
mance. Nee richness. \ 
hues... with improved light reflectance 
All available in feature strips and custom 
many in cove base, too 


shades and 


inserts... 


Are They Economical? 


The low first cost... fast, easy mstalla 
tion. extremely long service lef 

remarkably low maintenance expense 

Cust of oceastonal, 
these are a few of the qualities that make 
our Tile-Tex floor a champion money 
saver, qualities that make you want to 
lav every floor ina Scotch-plaid pattern 


repairs 


Get the / story on the lile- Tex line. Your local lile- Lex 
Flooring Contractor will be glad to go over your particular 
problems and requirements when he gives you complete in 
formation about Vile- Tex products. Write us. We'll send you 


and helpful literature on Tile- Tex 


his name... 


THE TILE-TEX COMPANY, INC. 

subsidiary of The Flintkote Company), Chicago 
Heights, Ill. Sales Othces: Chicago, New York, 
Los Angeles. New Orleans. Montreal and Toronto 


TILE-TEX ASPHALT TILE + TUFF-TEX GREASEPROOF INDUSTRIAL TILE 
FLEXACHROME PLASTIC-ASBESTOS FLOOR TILE - MURA-TEX PLASTIC-ASBESTOS WALL TILE 


Vol. 72, No. 4, April 1949 











may to 
HUDDLESON 


imbued serve 


Mary P 


the manual ts 


train this end 


ANTITY 
Dana 


fer 


KITCHEN PLANNING 


Foop SERVICE. By 


FOR Qt 
Irthur M 


; iz 4 ri i ln 
rk: Harper & Br 
Pi 


Driet chapter of this book ts 


1949 


exclusively the hospital 
his does not mean that the 


f interest to 


ith hospita 


food service. For the problems of large 


group feeding basically are alike, whether 


found in restaurants, hotels, 


industrial 


they are 
and 


The 


goal of all ts to prepare and serve good 


colleges or restaurants 


cafeterias, or army cantonments 


food 


1 minimum of labor and a 


maximum of 
Home-cooked 


with good reason 


with 


speed As the author 


Ss 
food enjoys great 


states 
Almost in 
ft ” rd. 
taken 


prestige 
treshly-pre pared 
“or 


perore 


and placed immediately 


variably it ts 


cooked shortly mealtime, 


trom the stove 


on the table, where it is consumed 


within minutes after cooking.” Given 








A Chance to 
Save on 
OXYGEN TENT 
CANOPIES 


for All Standard Makes of Tents 


General oxygen tent canopies of transparent Vinylox 


plastic are extra heavy, 
They offer a real opportunity for saving because 


ng 


extra strong, extra long wear- 


of their reasonable price and unusual serviceability. 
Full 60-inch length gives extra material for tucking 
in. 4 long zipper openings simplify access to patient. 


making nursing care easy. 


These superior 


Merely 


delivery 


ven tent for which required 
Will last for many cases 
Order now! 


Ops 


GENERAL AUTOMATIC 


ntrols temperature within-a-degree as desired . . . m 
itically between 


1-switch 


phere 


yperating 


New 


lescri 


1 
illy-Cooled 


canopies are available for immediate 
specify the make and model of oxy- 
All leading styles in stock. 
$25.00 per can- 


The price 


ELECTRICALLY-COOLED OXYGEN TENT 


1 iintains 
45% and 50%... 

turn-of-a-dial. The 
Tent provides an ur 


operates 


and the General 


1 Oxygen 


Gedtit 


HOSPITAL SUPPLY SERVICE, INC 


with 


del 


York. 


ptive 


256 W. 69th St., New York 23 
3357 W. Sth Ave., Chicago 24 





suitable equipment and convenient lay 
our, it takes highly skilled management 
in addition to approach the culinary 
ot food 
when large groups are to be fed. The 
hospital has the most dithcult problem 
all be 


tween service and consumption of food 


standard good home cooked 


of for here the time interval 
scems unavoidably greater since most of 
the guests are in bed 

Mr. Dana feels that the requirements 
for the kitchen planning of a hospital 
dietary department are similar to those 
for a central commissary for in-plant 
feeding, the ot 
the severely limited menu which 


major pont similarity 


being 
implies large quantity preparation of a 


relatively few items.” This, of course, 1s 


tar as cafeteria service is con- 


The author gives excellent sug 


true as 
cerned 
gestions on area requirements for stor 
age of foods and those for equipment, 


work His to 


the problem of expediting tray service 


and trattc aisles answer 
belt assembly 
Drafts 
breakdowns, he could be 
The food 


service to the hospital staff and relatives 


is the use of a conveyor 


leading to a vertical conveyor 


and admits 
disadvantages problem of 
ot patients is answered under chapters 
devoted to size of restaurant, production 


requirements menu and production 


seating 
of 


ethicient arrangement 


inalysis 
} 


ind arrangement hot and cold food 


stations 
The 


Approach to Intelligent Planning 


opening chapter A Suggested 


IS rc 
plete with sage observations, twenty-one 


of which are enumerated. Seating ca 


Dp 


pacity should be correlated with kitchen 


capacity, for in the words of the late 


EM 
customers 
Other 
hospital include: space requirements per 


Statler it is “better to have the 


wait outside than inside 


considerations pertinent to the 


seat and turnover factors; chart of recipe 


terms and equipment used in prepara 


ton and their influence on 


equipment, menu and production analy 


chart of serving sizes, produc 


menus 


sis chart 
tion weights, pan capacities and pan re 
quirements; allocation of storage space; 
cooking and kitchen equipment layout 
modern dishwashing methods; installing 

bake shop; efficient 


seating arrange 


ments (with illustrative charts); equip 


ment specification and design 
the 
Res 


and the editor of 


Introduction and foreword by 


of Hotel 


Management, 


editor Management and 
fanrantl 
The MObERN HOsPITAL, respectively, 
Cxpress authoritative commendation tor 
the book, which should likewise be wel 
hospital administrator and 


MARY P. HUDDLESON 


comed by 


dieutian 
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BECAUSE WIDELY APPLICABLE 


Ovaltine in milk, a multiple dietary supplement. provide excellent amounts of vitamins A and D, 


is eminently useful in preventing malnutrition ascorbic acid, niacin, riboflavin, thiamine, cal- 


referable to nutritionally incomplete diets or to cium, copper, iron, and phosphorus 


restricted food intake. This flavorsome food 3. Its carbohydrate energy is promptly 


lrink is widely applicable in dietotherapy of available for utilization 


illness and 


convalescence, and for correcting 4. Its easy digestibility makes for ready 


inadequate nutrient intake in persons of all ages absorption of its valuable nutrients 


1. The protein of this delicious food drink 5. Its delicious flavor, appealing alike to 


Ovaltine in milk—is of high biologic value, children, adults, and the aged, makes it accept- 
Il the indispensable amino acids re- able even when other foods may be refused 
for tissue maintenance and growth and 6. Its multiple nutrients, in kind and 


other physiologic needs amount. make Ovaltine in milk a highly efficient 
>? 


2. Its contained vitamins and minerals dietary supplement 


THE WANDER COMPANY, 360 N. MICHIGAN AVE., CHICAGO 1, ILL. 


COuallize 


Three servings daily of Ovaltine, each made of 
Y2 oz. of Ovaltine and 8 oz. of whole milk,* provide: 


CALORIE 676 VITAMIN A 
PROTEIN 32 Gm VITAMIN By 
FA 32 Gm RIBOFLAVIN 
ARBOHYDRATE 65 Gm NIACIN 

ALCIUM 1.12 Gm VITAMIN C 
PHOSPHORL ).94 Gm VITAMIN D 
k 12 mg COPPER 

“Based on average reported values for milk. 
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Occupancy of Voluntary Hospitals Is 80.5 Per Cent 


% FMAMIJA FMAMIJA FMAM) JASONOLJF MAM) JASONDIJF MAM J JASONODIIF MAM J JA JF MAM) JASON 
ae + a anananandl 


++i 


$+ 


GOVERNMENTAL 
NON-GOVERNMENTALS=== 


++ +e t+4-++ 
t+ $4444 


+444 + 4 4 + 


++-+-+ 


cr es 
+++++++ 
+t ttt 
toe 

cons 


Voluntary pit eporting to the mental hospitals were 81.0 per cent Q4s i 9 an incre of more 
Occupancy hart were occupied 8O cupied in February, slightly more thi ha 4 y ent r the first quar 
per cent of ty during the month the same month last year er of or the last report period 
of February p irly | per cent trom Construction = projects reported ure I it were reported 
the pre month but down 3 per March totaled $21,699,903, making d roa total of )22. and seven 


cent compared ¢ year ag Govern tal reported r Wi t quarter 


ALUMINUM 


a 
CUBICLES 


Here is the cubicle that is rapidly 
gaining favor with leading hospi- 
tals throughout the country...the 
ARNCO Aluminum CUBICLE... the 
result of Nelson “know-how engi- 
neering in cubicle design. Strong, 
light in weight, easier to install, 
less ceiling stress, and greater 
economy in shipping because of 
less weight per unit. Also avail- 
able in chrome plated brass when 
specified. Write for full details 





NOW AVAILABLE IN 


ALUMILITE 


PERMANENT FINISH 





Note: Arrowheads 
indicate 


— IF ie | ALR. NELSON CO., Inc. 


210 East 40th Street - New York 16,N.Y. 





The MODERN HOSPITAL 





In West Tennessee Tuberculosis 
Hospital, Memphis, 225 units 
of Piunetgane pres ide window 
insulation in its most practical 
form. Architects: Furbringer & 
Ehrman, Memphis. Associate 
architect: Everett) Woods, 
Memphi-. 


LPI 


For maximum air conditioning efficiency... 


specify windows of insulating Shermopane 


In more and more air-conditioned hospitals. planning boards are 


specifying windows of Thermopane* ... the double-glass unit that 


builds in vear-round window insulation. 


With Thermopane windows, heating and air-conditioning 


<vstems function more efficiently and economically. Even in 


rooms where high humidities are required, Thermopane minimizes 


condensation on glass. It euts heat loss. reduces downdrafts, saves 


fuel in winter. And in summer, helps keep rooms cooler. 

Available in over 70 standard sizes, as well as made-to-measure 
units, Thermopane may be installed in fixed or opening sash. For 
details. consult your architect and write for our Thermopane book. 


made only by LIBBEY-OWENS-FORD GLASS COMPANY 


2949 Nicholas Building, Toledo 3, Ohio 


4, April 1949 


Summary of 


THERMOPANE benefits 


@ Reduces the load on heating and 
air-conditioning systems. Saves 
fuel. 

@ Minimizes condensation on lass, 
helps maintain required humidities. 

@ Increases indoor comfort the vear 
round, is effective in all climates. 

@ Deadens outside noise, assures 


«quieter rooms, 


Two Panes of Glass 


‘N Blanket of Dry Air 


\ Bondermetic Seal* 
Metal+o-Glass 
of 
® . 


.’ 


Cutaway view of Thermopane 


a 
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From RADIO CITY 


RCA BUILDING 
New York City, New York 


7o PUGET; SOUND 


UNITED EXCHANGE BUILDING ieee Ty 


Seattle, Washington 


DUNHAM DIFFERENTIAL HEATING 


cuts fuel costs up to 40% 


Provides Unsurpassed comfort year 'round...in any climate 


heating system is now available to everyone. 
For, recently, Dunham engineers have per- 
fected methods of job-scaling Vari-Vac to fit 


Imagine a heating system that automatically 
gives you the precise amount of heat you want 

throughout the day and throughout the sea- 
son at fuel savings that run as high as 40%! 

Dunham Vari-Vac* Differential Heating is 
such a system. Utilizing a continuous flow of 
steam, attemperatures that vary withthe weath- 
er and the needs of the building occupants, it 
insures Maximum comfort, pays for itself in 
fuel dollars that formerly went up the flue or 


out the window FREE BOOKLET TELLS ALL 


Bulletin 509, just published, gives you 


Job-scaled to 
P complete information on “Job-scaled” 
any size installation or budget Vari-Vac Heating; tells you what it is, 


how it operates, how it may be fitted 


any requirements, from Deluxe installations 
down to Basic jobs. 

Now, regardless of how large or small your 
building may be, the increased comfort and 
lowered costs of Dunham Vari-Vac Heating 
may be yours. 


Once restricted to large structures, like Rocke- 

N k N che t i} exactly to your needs. Send for your 
feller Center in New York and the United Ex- copy today: C. A. Donhem Compans, 
change Building in Seattle, this remarkable i00 W. Madison St., Chicago 6, III 


*Variable Vacuum 


CABINET CONVECTORS BASEBOARD RADIATION, UNIT HEATERS 
TRAPS VALVES, PUMPS 


HEATING MEANS BETTER HEATING 
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Strength and durability considered, 


CONCRETE JOIST CONSTRUCTIO 


1 ili Lets, / 


In these days of high costs, economy in building is important, provided strength and 
durability are not sacrificed. Here is where concrete joist construction Comes in—since it 


provides rigid, strong, sound-proof buildings which are fire resistive, yet Construction Cost 
is lower. That is because the amount of concrete and, consequently, the dead load, are kept to 
a minimum for any span or live load. The concrete joist and monolithic top slab are formed 
with cores of removable Meyer steelforms, supported on skeleton centering. Once the con- 
crete has set, the forms are removed and re-used from floor to floor and from job to job. 
Therefore, a nominal rental charge can be made for each use. Construction is speeded up. 


WHY SPECIFY CECO? 


Ceco originated the removable steelform method of concrete joist construction. The 
company is first in the field—actually providing more services than all competitors combined. 
So, when concrete joist construction fits your need, call on Ceco, the leader over all. Thirty- 
five years of experience in the field, on the job, have given Ceco a sure grasp of all concrete 
joist construction problems. This fund of knowledge is yours to command, in 23 strategically 
located offices from coast to coast. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5701 W. 26th St., Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 
Other Ceco Products Include—Reinforcing Steel, Welded Wire Fabric, Stee! Joists and Roof Deck, 
Metal Windows and Doors, Metal Frame Screens, Aluminum Storm Windows, Metal Lath and Accessories 


/n construction products CECO ENGINEERING mzkes the big difference 
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FOR 
LOW COST 
TEMPERATURE CONTROL 


—and a HIGH 





SELF 


OPERATING EASY TO 


INSTALL 


Powe 


11 Requlators on 
They pn 


Qi 


=” 


WE OF MANY USES 


Creer rr rr rr 


WRITE FOR 
CATALOG 


THE POWERS REGULATOR CO. 


2720 GREENVIEW AVE., CHICAGO 14 
NEW YORK . LOS ANGELES 
Offices n 50 Cities © Established 189! 


POWERS 7 


No. 11 REGULATOR For Steam Heated Tanks @ Vats 
Dryers @ Kettles @ Washers For Dishes, Bottles, Cans, Metal Parts 








Drying and Stérage Rooms e@ Diesel Engine Cooling @ Fuel Oil Heaters 





WATER TEMPERATURE 
is to be CONTROLLED in HOSPITALS 


there is a 


LEONARD 


S. PAT. OFF 


THERMOSTATIC 
WATER MIXING 
VALVE 


REG. I 


to do the job 


Available in 62 Types and Sizes 
WRITE FOR CATALOG G 
LEONARD VALVE COMPANY 


ELMWOOD STATION PROVIDENCE 7, R. I. 


from the Janitor Supply House 
DISPLAYING THIS EMBLEM! 


Not only is The NATIONAL SANITARY SuPPLY ASSOCIATION Member able to 
supply everything you may need in sanitary supplies, cleaning equip- 
ment, sanitary chemicals, etc., but his knowledge, acquired through 
years of specialized Sanitation and Maintenance experience, is at 
your command and may prove helpful to you in speeding up your 
cleaning and sanitation program; may help you save time and money. 
We are sure you will find it both PLEASANT AND PROFITABLE to consult 
@ NATIONAL SANITARY SuPPLY ASSOCIATION MEMBER about any of your 
cleaning, maintenance and sanitation problems. 


NATIONAL SANITARY SUPPLY ASSOCIATION 


(INCORPORATED NOT-FOR-PROFIT) 
National Headquarters 139 North Clark Street, Chicago 2, Ill. 
leo J. Kelly, Executive Vice-President 
SROOOSOSOHSEHSEHESEHESESESEEHHSEEEESESESESENEE 


Clean your RUGS ano FLOORS | 


this Easy, Quiet, Inexpensive Way... 


% You will see an amazing difference in floors 
scrubbed, waxed and polished with a Lincoln 


—_— 
floor machine. Lincolns perform quietly and - 
smoothly ... never disturb your orderly routine 


Results speak instantly of good management 
oh The Lincoln 


vcesae [RUG SCRUBBE 
wi isc 
SCRUBBER 


Imagine — Lincoln Rug Lincoln 
and 
POLISHER 


and Carpet Cleaning Single 


machines thoroughly Disc 
shampoo your rugs and 
“ . FLOOR 
More Than 50 Models 
to Choose From 


arpeting on the floor 
SCRUBBER 


Restore their bright, r; < 
lustrous, true color value h or 
World's manutacturer of the most complete line of floor maintenance equipment 


and original texture RUG 
Perro SCRUBBER 


FREE DEMONSTRATION on your own 


floors. Write for a cost-free demonstration of 
Lincoln Floor and Rug Scrubbers. No obligation. 


Representatives in All Principal Cities 


: 
FLOOR MACHINERY COMPANY 
1256 WEST VAN BUREN ST CHICAGO 7, ILLINOIS 
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Acousti-Celotex ceiling 
tile has quieted hallway 
traffic in Cincinnati's 
Children's Convalescent 


Hospital 


Even inside play-time 

se is effectively con 
trolled by modern Sound 
Conditioning with 


Acousti-Celotex 


THE CELOTEX CORPORATION «+ CHICAGO, ILLINOIS 
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Thousands of hospitals have already 


responded favorably to treatment 
for unwanted noise. Some cases, of 
course, are more severe than others, 
but the symptoms are always the 
same: Retarded Patient Recovery, 
Rapid Staff Fatigue, Irritable Dispo- 


sitions 


Your entire hospital staff, as well 
as the patients, can actually suffer 
from the effects of banging doors, 
clattering dishes, echoing footsteps, 
ringing bells and non-muted conver- 
sation. Routine hospital operation 
must naturally create many noises, 
but these sounds can be effectively 
muffled. Beneficial quiet replaces 
disturbing noise when modern 
Sound Conditioning soaks up un- 


wanted noise. 


Acousti-Celotex ceiling tile imme- 
diately quiets noisy hallways, wards, 
rooms and kitchens. Unwanted 
sounds are checked before they can 
pile up into a constant, irritating din 
And this modern acoustical ceiling 
tile requires no special maintenance, 
can be washed and painted repeat- 
edly without reducing its sound ab- 
sorbent efficiency. 


Your nearest Acousti-Celotex dis- 
tributor will gladly diagnose and 
recommend treatment for your noise 
problem, absolutely free! Write to- 
day for his name and your tree copy 
of the informative booklet, “25 
Questions and Answers on Sound 
Conditioning.” The Celotex Corp., 
120 S. La Salle St., Chicago 3, Il. 


cousti-((ELOTEX 


‘ 1 ROBLEM 
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with DURACLA Ys ANNIE M. WARNER COUNTY HOSPITAL 


Duraclay Infants’ Bath, pictured with Crane Norwich Lavatory, Surgeons’ Wash-lUp Sink of Crane Duraclay. 


DURACLAY'® is completely immune 
to thermal shock 


It means a lot to have plumbing fixtures that stand up to 
tough usage, strong acids, thermal shock—and come 
through sparkling! Crane Duraclay does just that. 
In the words of W. R. Doud, Administrator, Annie M. 
Warner County Hospital, Gettysburg, Pa: “When the new 
annex was constructed, Crane fixtures were specified through- 
out. | would like you to know that we are completely satisfied 
with the choice. Their efficiency in use and attractive ap- 
pearance have contributed much to the smooth operation of 
the new additions.” 
You can have this wonder material—unlike any other 
; used in hospital fixtures—in a complete line of sinks and 
* DURACLAY exceeds the rigid tests imposed on 


earthenware (vitreous glazed) established in Sim- baths. See vour Crane Branch, Crane Wholesaler, or 


plied Practice Recommendations R-106-41 of the : . P 
National Bureau of Standards. Plumbing Contractor for the many styles available. 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 
PLUMBING AND HEATING 
VALVES « FITTINGS © PIPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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is the hospital that’s built with Lupton Metal Windows, 


ooms are brighter, better ventilated. Large, sun-inviting 
Lupton Metal W indows offer greatly increased window arca 

bring added cheer to every corner of a hospital room. Con 
trolled, healthful ventilation is assured with ventilators that 
pen to any desired amount. Cannot warp. swell or shrink. 
Beautifully designed operating hardware adds to their desir 
ability. Your hospital architect knows Lupton Metal Windows 
—sturdy, long-lasting windows backed by more than 40 years 
of steel window design. Your builder knows Lupton Metal 
Windows. complete units save installation time and speed 
up building operations. The Lupton Representative will gladly 
give you full details. Or write for General Catalog 


MICHAEL FLYNN MANUFACTURING CO. 


700 East Godfrey Avenue, Philadelphia 24, Penna 


LUPTON 
METAL WINDOW 
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MATTRESS 


PROTECTORS 
REDUCE YOUR OVERHEAD! 


Taylor-Made's top-quality 

Morning Glory and lower-cost 

Leader mattress protectors are ready to 

guard your mattresses 24 hours a day against 
soiling and absorption or odors. They're a wise 
investment, too—for they save mattress wear, make 
beds more comfortable. Easy to launder...and 
made to give years of lasting protection. 


TWO Grades to Choose From! 


Addition of the Leader line of Mattress protectors to supplement the 
Morning Glory y you two fine Taylor-Made protectors to 

choose from ‘ vlor-Made now offers NEW REDUCED 
PRICES in q y lots. Write today for samples, ¢ 


descriptive 
material and price of 





—_-- 











Other Taylor-Made products for institutional use include 
mattresses, box springs, Hollywood bed sets, living 
room furniture and flame-proof Insi-Cotton insulation 


TAYLOR BEDDING MFG. CO. 


The World's Largest «+. Taylor, Texas 


ELECTRIC STERILIZERS 


Positive sterilization guaranteed. Heat pene 
trates rapidly to destroy bacteria on instru 
needles. Designed to meet 
labora 


ments, glassware, 
the usual requirements of hospitals 
tories and medical depots. 
—just turn the switch and set at the desired 
1} 10V or 220V AC avail- 


heat. Six capacities, 


able. 





lie for 





BULLETIN NO. 110 


333 DESPATCH BLDG 
MINNEAPOLIS 14, MINN 





Easy to operate | 


PROTECT EVERY TYPE 
FLOOR IN EVERY TYPE 
OF BUILDING! 


® Hillyard’s Floor Treatment and Main- 
tenance Products are made with four 
things in mind... SAFETY, ECONOMY, 
PROTECTS the floor surface and PRO- 
LONGS the life of the floor. Building 
Custodians have been amazed when they 
see Hillyard’s Maintenance Specialists 
practically put a new floor over the old 
with Hillyard’s Floor Treatments and 
Methods, and follow up with Hillyard’s 
Maintenance Methods. 


HILLYARD MACHINES 





ian, steel wool machine for dry-cleaning and 


. . . Stee whe 
| A RE E Bee olishing floors with steel wool. Uses economical steel 
sool in mbbon forn 
py of Jot Hil-Bos 16” Single-Brush, all purpose machine for 
scrubbing smpoome 
Hittenian- -Twis - scrubbing. polishing and 


waxing machine owbes construction--goes easily 


ALL-METAL, VENETIAN 


AWNINGS 


Give Year ‘Round Sun and Weather Titties 
Control of Light, Visibility and Ventilation 


rooms 


Rusco Awnings add to interior comfort and safety... 
ire cooler in summer, warmer in winter. They keep sun, rain, 
snow, sleet and wind away trom windows Louvers are adjust- 
able, by fingertip control from inside, to provide any degree 
of light or shade, visibility and ventilation 
STORMPROOF .. . SUNPROOF .. . FIREPROOF... GO UP ONCE 
.NEVER HAVE TO BE TAKEN DOWN, STORED OR RECOVERED. 
All-metal construction and finest quality baked-on enamel 
finish assure years of satistactory service and beauty 


Worite for comple te information 


THE F. C. RUSSELL COMPANY 


Always one AWNING DIVISION i 
te Dept. 4-MH49 , 


CLEVELAND 1, OHIO 
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What'll it 


do? 


@ On jobs that proved too tough for other 


insulating materials, PC Foameglas is 


giving 


ars of trouble-free service, without main 


tenance, repairs or replacements 


For this efheient insulating material is com 


d of millions of sealed glass cells It is 





This is FOAMGLAS® 


The entire strong, rigid block is composed of 
millions of sealed glass bubbles. They form a 
continuous structure, so no air, water, vapor or 
fumes can get into or through the Foamglas 
block. In those closed glass cells, which contain 
inert air, lies the secret of the material's per 
manent insulating efficiency 





® 
CORNING 


¢ 





Lick your toughest 
insulating jobs 


for good! 





— 


waterprool, fire proof, Vaporproot, acidproot 
\nd therefore it is impervious to the elements 


that often destroy or impair the insulating 


value of other materials 


\lake sur 


that first cost is last cost when 
next you figure on insulation for walls, floors 
wroofs. kind out how and why PC Foamelas. 


vhen installed according to our specifications 


for recommended applications, retains its 


original insulating ethcieney perma vent 


We have 


recently published booklets that 
give vou this important information. Just mail 


the convenient coupon and vou will promptly 


FECCLVE copies of the booklets you check 


... when you insulate with FOAMGLAS... you insulate for good! 
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You can always tell 
—by the Tess of the Jrades 


The Taste Test 


In the paper industry, one of the good 
old tests of the trade is the taste test. An 
experienced man can tell by his sensitive 
taste if the exact amount of sizing is being 


mixed with the pulp. 


the Difference ond 


\ 


The Bird Test 


Many a man is alive 

today because of a 

little bird. You 

know the story... 

and nobody knows it better 

than miners who have “watched the birdie” to deter- 


mine whether air in the shaft was safe or dangerous. 


The Egg Test To most people, two eggs can 
look like twins. But to the man whose business is eggs 
it's an entirely different story. For the good of his busi- 
ness... for the sake of his profits... he must and 
does test each egg to count his chicks before they're 


hatched. 





The On-The-Wall Test 


Before plunging into the expense of anv interior 
tot 


painting job a wise pain 


at \ 


> ES 


U. $. GUTTA PERCHA PAINT CO., 30-D DUDLEY ST., PROVIDENCE, R. |. 


Barreled 
sunlight 
Laas 


in whitest white or clean, clear, pleasing colors, 
there's a Barreled Suniight Paint for every job 


The MODERN HOSPITAL 








Here's the compact, though great, 
University of Michigan Hospital at 
Ann Arbor in which, since 1932, 
GROVER equipment has helped expe- 
dite and control routine operation. 


aa 
aa 
aa 
ae 
ae 
a8 
a 
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All routine inter-depart- errands. Modern hospitals need this kind of 
mental communication in speedy, competent, errorless transmission of 
hospitals—and whatalotof communications between departmental units. 
it there is with reception 
data, case histories, diets, 
pharmacy requisitions, sup- 
plies, patient accounts, pre- 
scriptions, etc.—all these 
are swiftly, silently and 
privately handled without 
error by GROVER Pneu- 
matic Tube Systems. Time, 


You can depend on GROVER to meet your 
institutional needs accurately and economically 
and with an eye to your future expansion needs. 
A GROVER survey, consultation, recommen- 
dation—any or all may be requested without 
obligation or charge. We are at your service. 


Ms There's a special GROVER folder 
energy, messenger personnel are saved by this on hecpitel tactellations, thels 
modern method. All paper work, monies, and benefits and advantages. A copy 
even small instruments and packets are safely phy yee recap a “a4 
4 , - oui the asking. Write Grover Company, 
entrusted to the swift and silent GROVER 25521 W. 8 Mile Rood, 


carriers that travel forty feet a second on their Detroit 19, Michigan. 


PNEUMATIC TUBE SYSTEMS 
1 v4 THE GROVER COMPANY 
DETROIT 19, MICH. 


Offices in Principal Cities 
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How long 














We call Allegheny Metal “‘the time-tested stainless steel”” because 
it’s the pioneer in America, but time hasn’t really tested it yet. 
Neither we nor anyone else knows how long stainless steel will last. 
The earliest installations of Allegheny Metal—made more than 20 
years ago—are just as bright, strong and resistant as when new. How 
can you defeat a metal that doesn’t wear out and can’t wear off? 
® More important, how and where can you use it to advantage, today? 


wad 2!75 


Complete technical and fabricating data—engineering help, too—yours for the asking. 


UDLUM STEEL CORPORATION 
Leading Producer of Hairless Hoel tre Att Povma 


Pittsburgh, Penna. . . . Offices in Principal Cities 











vo 


Zeno F. Henninger (left), and John 
L. Wise watch Elias Ritts, general 
hairman of the Butler County Me- 
morial Hospital Campaign, push the 
indicator over the goal of $1,300,000. 


enough 


room 


on the 
scoreboard ! 


Phe citizens of Butler. Pennsylvania. were a bit 
skeptical when they set out to raise $1.300,000 
to expand and modernize their hospital. 

But when the final report was in, there wasn't 
enough room on the scoreboard in front of the 
Courthouse to register the $229,645 oversub- 
se ription! 

These were some of the elements of the win- 
ning formula in the Butler County Memorial 
Hospital Campaign: 

@ Wide cooperation of management and labor 


in on-the-job solicitation and payroll deduction. 


@ A broad base of giving resulting in more 


than 11,000 individual subscriptions. The total 


population in the hospital service area is less 
than 50,000. 
@ Forty rural districts organized despite winter 


weather. 


@ Popular response to “come and see” tours 


of the hospital. 


Campaign Chairman Elias Ritts declared 
the astounding victory “a tribute to the organi- 
zation and publicity ability of the (Ketchum) 
staff.” 

Phe Ketchum organization has been helping 
to build better scoreboards for 
thirty vears. But we are proud that most often 


| coer i | 
ngeer ane 


the scoreboards aren't quite big enough. 


KETCHUM INCORPORATED 


INSTITUTIONAL FINANCE 


CAMPAIGN DIRECTION 


CHAMBER OF COMMERCE BUILDING, PITTSBURGH 19, PA. 


500 FIFTH AVENUE, NEW YORK 18, N. Y. 


Cartton G. Ketcuum 
President 


Norman MacLeop 
hexecutive |} ice President 


McCiean Work 
} ice President 


Member American Association of Fund Raising Counsel 
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Solve Your Visitor Problem! 


A MEMO 
for Visitors 


PLEASE! 


M*™M 


AMPLE COPY 


BIBLIOTHERAPY, INC. 


41 Park Row, New York 7 





1 

















IMPROVED 


(for all disc-type*floor machines) 


provide a quicker, safer finish 


THE WILLIAMS COMPANY— Stee! Wool Products MH-449 
London, Ohio 

Send linerature showing how Sun Ray s radial strands save 
and money and make floors safer 





HOSPITALS RELY ON 
EQUIPMENT FROM PJ 


for example 





aLBERT PICK CO.1Nc. 


2159 Pershing Road, Chicago 9 
AMERICA’S LEADING FOOD SERVICE EQUIPMENT HOUSE 


the SAFETY FLOOR 


with 


BUILT-IN 
BRAKES! 





Grip-Tread MASTI PAV E 


America’s No. 1 Low-Cost, Long-Life Floor Covering 


Non-slip—wet or dry! No other floor at any price offers 
such a combination of safety, durability, easy mainte- 
nance. Hundreds of millions of square feet in use on stair 
treads, ramps, platforms, dangerous work-areas! In rolls, 
it is quickly and economically installed. Also: 
general-purpose Mastipave in roll goods and tiles. 


Write for free folder, “Every Building Needs Mastipave,” pases 
Dept. F49, nearest office. The Paraffine Companies, Inc., 
New York 16, Chicago 54, San Francisco 19. 
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Ap S 
To help patients Kil belt and get well faster 


-install an RCA Sound System 


RCA Unit-Built Master Sound 
Control Console. A typical RCA 
Master Sound Control Console 
containing Record-Transcrip- 
tion Unit, Bin-type Radio Unit, 
and facilities for paging or an- 
nouncing and music distribution 
to loudspeakers in 128 zones. 
Similarly styled “‘unit-built’’ con- 
soles can be assembled incorpo- 
rating various matched basic 
units to give sound service for 
any size of hospital. 


With an RCA Sound System, plan- 
ned music programs in wards, pri- 
vate rooms, day rooms and lounges 
produce a pleasant response that 
helps patients pass their hospital 
stay with greater relaxation. More 
and more doctors and nurses are 
using the therapeutic power of music 
as a valuable aid in healing. 

In addition to furnishing the 
finest music, an RCA Sound System 
provides a fast and efficient paging 
system for quickly locating doctors, 
nurses and other individuals in 
emergencies. Each RCA Sound Sys- 
tem is also designed to provide an 
announcing system scientifically 
planned to increase efficiency be- 


SOUND PRODUCTS 


RADIO CORPORATION of AMERICA 


ENGINEERING PRODUCTS DEPARTMENT. CAMDEN. WN.J. 


tween the various administrative 
departments of a hospital. 

The distribution center of each 
RCA Sound System is the Master 
Sound Control Console. It is built 
of matched units, in just the right 
combination for services required. 
You can begin with a simple paging 
unit—add other RCA matched units 
later for broader musical and enter- 
tainment services. 

Whatever your requirements in a 
hospital sound system, an RCA 
“Unit-built” Sound System provides 
just the combination you need. Write 
for complete information: RCA 
Sound Products (Dept. 97-D), 
RCA, Camden, New Jersey. 


In Canada: RCA VICTOR Company Limited, Montreal 
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PLANTING FAMILY FUN! 


fresh pm Seve Up, 


She ingredients 


of 7-Up are proudly stated 
on the back of every bottle—‘*Contains 
carbonated water, sugar, citric acid 
lithium and sodium citrates, flavor 


derived from lemon and lime oils 


ba 





THE ALL-FAMILY DRINK! 


Jimmie’s folks make him think he adds 
to the home garden. Like every ‘fresh 
up” family they share both work 
and play . . . and their liking for 
crystal-clear 7-Up—the all- 
family drink. That’s because 
clean-tasting 7-Up is so pure, 

so good, so wholesome for 

evervone 
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e found this new McCray Koldflo reduced our 


operating costs in our short order department 32%” 





McCray's new 40 cu. ft. Reach-in for Commercial Kitchens 


“IN THIS DAY of high operating costs, high food costs, and customer resis 
tance to gh prices, a restaurant operator has to streamline his whole 
operation to maintain profits 

As one step in eliminating wasted time, we decided to install a reach-in 
refrigerator in our short order department. Of course, we selected the McCray 
SA40, because in all my experience, I have found that McCray products do 
an effective job of food preservation and dove-tail into an efficient operating 
procedure better than any other make of refrigerator. 

After a three month trial during a very busy season, we found the new 
McCray Koldflo reach-in reduced our operating costs in our short order 
department 32%. This piece of equipment will have paid for itself within a 
already ordered another one to promote more profits for us.” 


b otpaton 


THE HOUSE OF PIERRE 
Lincolnwood, Illinois 


year, and we have 


BEST IN LOW-COST REFRIGERATION 


WRITE 966 McCRAY COURT, KENDALLVILLE, IND. DISTRIBUTORS 
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—says Mr. John Morton of Lincolnwood, Illinois 


Smart new landmark just outside of Chicago, the 
House of Pierre carries its streamlining right to the 
spacious kitchens where a McCray Koldflo is an 


important factor in good kitchen organization 


IN PRINCIPAL CITIES—SEE TELEPHONE DIRECTORY 
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Cut Your IRONING Costs with 
— 


NG APPAREL UNIT 


Fast easy lays on modern scientif 
ally designed presses increase 
output cut worker fatigue 

reduce ironing costs. Fine 
tere Ponts high quality finishes for the 
Coa 


« Dresses 
@ jackets Unipress presses are compact 


professional look with comfort 

and have fewer moving parts assure 
ong trouble-free service. Choose Unipress 
for quality work and lower ironing costs 


WRITE FOR FREE CATALOG TODAY 


THE UNIPRESS COMPANY 


MINNEAPOLIS 5, MINNESCTA 














CRACKED ICE CART 


ALL STAINLESS STEEL 


150 Ib. Storage 
Heavy Duty 
Rubber Wheels 
Three Inches 
Insulation 


* 
Immediate 
Delivery 
* 


Model XV Ice Cart 
For Storage and Mobility 
All Stainless Steel 


Write for Catalogue 


Complete Line of Cracked Ice 
containers and carts. 


GENNETT & SONS, INC. 


RICHMOND INDIANA 











you get 
MORE 

COFFEE 
FLAVOR, 


SEZ 


COSTS YOU LESS! 


* CONTINENTAL COFFEE COMPANY * 
CHICAGO 90, ILL, 375 W. ONTARIO ST 
BROOKLYN 1, N. Y., 471 HUDSON AVE 
PITTSBURGH 22, PA.. 2126 PENN AVE 
TOLEDO 1, OHIO, 1726 SUMMIT ST 


importers, Roasters—Member New York 
Coffee & Sugar Exchange, Inc 


3 Colorful 
~ Cray Appointments 


Designed Especially to Convey 
Your Thoughtfulness to the 


MATERNITY PATIENT 


congratulations and spe 


@ CUSTOM 
DESIGNED 
TRAY 

chil attentions on the new arr il 
COVERS will be ong remembered by the 

Mother 
A imost important date to her 

make it perfect with attractive tray 


@ HOLIDAY 
NAPKINS 
& appointments designed just) for her 
TRAY Colorful in Baby Blue and Pink with 
COVERS sé iloped napk n designed to match 
These colortul appointments will be 


@ EVERYDAY 
prized as keeps ikes 


TRAY 

COVERS Order NOW fot 
& 

NAPKINS 


© CHILDREN’S Aatell & Jones, & ne. 


TRAY 3360 FRANKFORD AVE. 


COVERS PHILADELPHIA 34, PA ayy 


The MODERN HOSPITAL 


immediate delivery 











Pettijohn’s provides bran as Nature in- 


tended it to be eaten— moist and gentle — 


enveloped in velvet-soft flakes of hot whole 


wheat. In addition to safe bulk, this appe- 
tizing cereal furnishes the splendid nutri- 
tion of the whole grain. A single serving— 
1 ounce, dry weight of Pettijohn’s, with 
sugar and four ounces of milk—makes the 
following contribution to the minimum daily 
adult requirements: 


16.20% 
11.60% 
11.60% 
19.20% 
28.00% 


Thiamin . 

Riboflavin 

lron 

Calcium . 

Phosphorus 
Serve Pettijohn’s for its whole grain nutri- 
tion, its safe gentle bulk, its meaty flaky 
texture and nut-like flavor. Serve it because 
it cooks quickly to perfection and costs so 
little... about a cent a serving. Let Petti- 
john’s help your patients establish the good 
habit of adding safe and savory bulk to 
their daily diet. 


Rees 


PETTIJOHN’S / 
Hot Flaked Whole Wheat 


THE QUAKER OATS COMPANY + CHICAGO 4, ILLINOIS 
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RONDIC NEW! SPONGE-STICK SPONGES 


READY-MADE NEW! MACHINE-MADE UNIFORMITY 


BALL-TYPE 
SPONGES NEW! HOSPITAL ECONOMY 


Now, you can buy Ronpic ball-type sponges, ready-made to precision 
uniformity for all your needs. Designed for every sponge-stick use . . . in 
surgery, on the floor, in the emergency or examining rooms, or in the 
laboratory .. . RONDIC sponges are precision-made of long-fibre cotton, 
securely covered with fine mesh gauze. This means it is virtually impos- 
sible for cotton fibre or gauze to ravel into open wounds. 


Why let your nurses spend valuable hours making 
those important round sponges? Rely on Ronopic ball- 
type sponges~ always ready, always reliable, because 
they are CuriTy, the name so many hospitals depend 
on for the widest line of sponges and other ready-made 


dressings. 


THESE ARE ONLY 
7 OF THE MANY WAYS 
PRECISION - MADE RONDIC 
COULD HELP YoU! 





. Abdominal and other surgery 
. Tampons 

. Swabs 

. Tonsil sponge or packs 


. Surgical preparation 
CONTACT YOUR CURITY 


- Painti : 
ainting Bi REPRESENTATIVE TODAY 

Hypo wipes Ps 
‘ 


NCU) Cuity = 


Division of The Kendall Company, Chicago 16 REG.U.S. PAT. OF 














RESEARCH TO IMPROVE TECHNIC...TO REDUCE COST = /) 
Pat. 
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he al eae 
thw mild can a cigarette be? 


L a recent coast-to-coast 


test. hundreds of men and 
women smoked Camels— 
and only Camels—for 30 
consecutive days. These 
people smoked on the aver- 
age of one to two packs a 
day. Each week, during the 
entire test period, throat 
specialists examined these 
Camel smokers. A total of 
2470 careful examinations 
were made. The doctors 
who made the throat exam- 
inations of these Camel 


smokers reported: 


“NOT ONE 
SINGLE CASE OF 
THROAT IRRITATION 
due (o.smoking 
CAMELS!” 


According lo a 
a S . A 
Nationutde survey: A lone Y Back 
CO 


More Doctors } 4? 
SMOKE CAMELS = | S822" 


than any other cigarette 


R. J. Reynolds 


Doctors smoke for pleasure. too! And when three leading independent Winston-Salem 


research organizations asked 113.597 doctors what cigarette they smoked, 





the brand named most was Camel! 
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Help Reduce Hospital Expenses with 





99 


Brand Disinfectant 














ECONOMICAL! THOROUGH! POTENT! \ 1": © 


.4¢ per gallon when bought i 


and in other respects 














sol” solution for thoro 


ousands of squa 


“ 


Brand Disinfectant 


Guard expensive instruments 


LYSOL.” being non-specific, precludes 
the necessity of stocking various germi- 
cides Lysol is effective against 
ALL TYPES of disease -produc ing Vvege- 
eflective 


tative bacteria... even in 


the presence of organic matter. 


Striet laboratory control assures 
that every batch of “LYSOL” is abso- 
lutely uniform in) composition ard 
action, completely soluble with neutral 


reaction, and free from impurity Se 


fddress all inquiries to your 
HOSPITAL SUPPLY DISTRIBUTOR 


or to 
LEHN & FINK PRODUCTS CORP. 
Hospital Department 


445 Park Avenue, New York 22, N.Y. 


ugh disinfection of floors, walls, furniture and 


re feet can be disinfected for /ess than a nickel! 


actually saves money! 











“LYSOL” LIST PRICE 


$3.00 per gallon. 


0-gallon drum. 
tainers and in 5 ' 
Leading hospital suppl 
thorized to sell “ 


Brand Disinfectant 


OUTSELLS ALL 
OTHER GERMICIDES 
COMBINED 


Phenol coefficient 5 
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"Boy! I'm really getting well {" 


He’s convalescing on a new Restfoam Mattress without any fear of damaging it. 


Mattress, of course! 4. The extra light weight of a Restfoam 
Leading hospitals are learning that Mattress makes it easier to handle. 


Restfoam Mattresses actually help 5. You can depend on Restfoam to stand 
patients’ morale in addition to im- up better under rough treatment. as evi- 
proving comfort and aiding recovery. denced by the way foam rubber mattresses 
These hospitals know that: have stood up in Pullman service. 


1. Restfoam combats the soreness and So, why not give your patients the 
fatigue that come with long days in bed. extra comfort Restfoam provides? 


2. Restfoam gives your patient For more complete details 
about Restfoam Mattresses 


firm, natural support. It floats a / i, 
his entire weight on millions SF y or Restfoam Pillows) write 
of tiny, self-ventilated air cells. Zz L//) Hewitt Restfoam Division, 


vy 
3. You can roll up a Restfoam , f f Af] Buffalo 5, New York. 
AE) 
J 


RESTEQAM ~MATTRESS 


HEWITT RESTFOAM DIVISION 


HEWITT-ROBINS (j|-); INCORPORATED 
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No distressing warmth ........ 


Cooler in summer . . . comfortable 
all year ’round! Restfoam is natural 
latex foam. It ventilates itself. 


€ 
NY Satna 


w—N/\I 
every) 7 
LOnft) | 
No metal, no pads, no tufts ... 
Nothing to come loose! Nothing 


inside to cause the dust and lint 
that plague people with allergies. 


No turning needed ........066 


No needless bulk! No more heavy 
lifting! You need never turn a Rest- 
foam Mattress — at any time! 








moduline 


meets every hospital need 





MILK FORMULA ROOM FOR A GENERAL HOSPITAL 


EQUIPMENT LEGEND 
GROUP 1 (FIXED) 


1, 85L-240—Drawer-Cup- 
board Unit without Splash- 
bock 
85-L-24DSS—Drawer Cup- 
board Unit with Special 
Depth Top 
85L-035—Table Top Units 


6. 8542238M—Milk Formula 
Sterilizer 

851-24AS—Sink Unit with 
Stainless Steel Grill 

10. B5L-39—Corner Unit 

11. Bulletin Board 15 


a 


r) 
° 
N 


o 


Nn 


se 85X-27 Legs (3 Prs 12. 85L-35—Cupboard Unit me 
equired) 
3. 85L-72AS—Double Sink 13. 85L-240—Drawer-Cup- 

Unit boord Unit 
5.85C-47—Counter Top  '4. Lavatory 7 


Units with 85X-27 Legs (2 18. BSES-2—Electrical Duplex 
Prs. Required) 


a. s. aloe company 


204 


Plug Strip 19. 


‘ M 


GROUP 2 (NOT FIXED) 


Olson Bottle Washer 


BSP639BAL—Woaste Re- 
ceptacie-Silver lustre Finish 
85P5363—Double Ele- 
ment Hot Plate 
Refrigerator 
85P6238—Nurses’ Desk— 
Silver lustre Finish 
B85P6327AL—Chair— 
Silver lustre Finish 


85P6356—Milk Cort 


One source for the hospital buyer. 


ssOuri 


the most modern 
hospital furniture 
in the world 


With Moduline you can provide 
furniture for your milk formula room, 
nurses’ stations and laboratory rooms, 
that will meet your needs for years to 
come. Moduline, by Aloe, is styled for 
tomorrow. It comes in architecturally 
approved widths and depths so that 
custom-built facilities may be developed 
from standard Moduline units. Here are 
some characteristic details: concealed 
hinges, baked_steel finishes with stain- 
less steel table tops. Utilities can be 
top or splashback mounted. Write 
for special booklet T-300 and learn 
how Moduline can meet your furni- 


ture needs. 


Special Schematic Layouts for 
Hospital installation available 


on request 
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MEDICAL BUREAU—Continued ANESTHETIST—For surgery and obstetrics In 
“1-bed hospital; salary $300 per month; beau- 
ADMINISTRATOR radu: vurse; Master's tiful location on Columbia river; short dis- 
n Hospital Administratic in th tance by bus to Pacific ocean and its beaches 
small hospital ! siste larg near Mt. Hood and ideal vacation land. Apply 
ANESTHETIST Nurse experienced ; membe tal Director of Nurses, Columb Hospital, 
of American Association of Nurse Anesthetists Astoria, Oregor 
MW 40, The Modern Hospital, 919 N. Michi- ADMINISTRATOR Lay 
an Avenue, Chicago 11 ie a ANESTHETISTS Nurse: two urgently needed 
} 00-bed hos i], em- 
ANESTHETIST Two: with many years’ € oup of hospitals, eight y ato or sr well sear pinisaie gg . a 
perience in all types of anesthetics; small hos- 00-hed hospital ; FACHA en Pe leg . San Fi as ae 
pital preferred; Califorr or Oregon: avail h ym Si : 
able May 15, 1949. MW 39, The Modern Hos- ADMINISTRATOR Medic 
pital, 919 N. Michigan Avenue, Chicago 11 tant administrato inivers 


assistant admir 


‘ viministrate teaching 
DIRECTOR OF NURSES—Single, protestant experience (Hospital Admir 
B.S., M.A. in Nursing Education and Admir 
stration, experience in administration of nurs- 
ng schools and nursing serv s. MW 33, The 
Modern Hospital, 919 N. Michigan Avenue , 
reyiona au ! ’ y ence mainter nee 


Chicago 11 5 Bese , 
‘ wre arl tie nd weekend Nl 


ANESTHETIST 

Sun Valley 
ANESTHESIOLOGIST — Diploma car 161 beds star 
Board, excellent training branche clud ip, dependir 


ee es al ‘ schedule. Apply 
HOUSEKEEPER—Energetic, experienced, de- ntendent, Twir County Hospital. 
sires affiliation with 400-500 bed hospital. MW DIRECTOR OF NURSES 1 Irwin Falls, Idaho 

2, The Modern Hospital, 919 N. Michigar work toward Masters r — t 

Avenue, Chicago 11 Divdsies aces and wtucadianel Mingle” dais ANESTHETIST Nur for department 


rected by medical anesthesiologist 


teaching hos P yur ears, director 
LIBRARIAN—Record; well trained, experi- PRI EN . ; 


enced, mature 100-200-bed approved hos; 


bed host though northwest rse anesthetist in department: full mainte- 

onsider t locations i ne qurter newly deco 

r with standard nomenclature good iIrse e: 155-bed hosy t 

lable June 1 MW 41 The v . lary , liam 

919 N. Michigan Avenue PATHOLOGIST Diplomate ever years ver, Superintendent, Manchester Memoris 
private practice athology r ve s Hospit anchester, Connecticut 


250-bed hospital 
red } ppointment 4 ANESTHETIST Needed at « $300.00 per 
ssistant h al record librarian or RADIOLOGIST Diplomate; two year teaching month; full maintenance ipervisor of oper 
positior n the hospital admitting office. MW hospital nternshiy followed by three-year 1 g unit: resident physician; six (6) general 
1, The Modern Hospital, 919 N. Michigan training in radiology; past four years, director f rses; good salaries; vood hours; satis 
Avenue, Chicago 11 department, 300-bed hospital fi r ving arrangements can be made 
Communicate by letter, wire or telephone with 
Director of N ng, Petersburg Hospital, Ine 
PFUBERCULOSIS SPECIALIST ne y Petersburg, Virginia 


INTERSTATE HOSPITAL RTE jeg ere rsa 

— a anata saleable wo! boesibtrrace fap — ‘ ANESTHETIST— Nurse; 110-bed general hos- 

Miss Elsie Dey, Director ence in t 

332 Bulkley Building $300.00 to $ 25.00; fou nesthetists employed 

Clevelend, Ohio WOODWARD MEDICAL eepndireiicsabinlannuebieieiat sey! <0 

BUSINESS MANAGER--B.S. Degree, Corn: PERSONNEL BUREAU DIETITIAN Member of ADA to have full 

University Major Administration, Account (Formerly Aznoe’s) charge of dietary department of 300-bed hos 

ge: 5 years’ MAC 7 years, auditor, and . ° pital; maintenance furnished if desired; salary 

l assistant Ann Woodward, Director open; splendid opportunity D. W. Hartmar 

185 North Wabash Ave. Superintendent, The Williamsport Hospital 
ASSISTANT ADMINISTRATOR B. H Chicago 1, Illinois Williamsport, Pennsylvania 

Degree, Northwestern University, Chicago, IIl- > 
nois; 1 year’s internship, large Ohio host PATHOLOGIST Diplomate of American DIETITIAN. Registered; wanted for a fully 


well recommended var F slogiec anatomy assistant pro- pproved 150-bed hospital vood salary and 


ibercu — “ pital; percentage of charges with guaranteed 


; : : mportant 1 versity medical school asant surroundings Apply Mother Marie, 
HOUSEKEEPER ~ Experienced ge 4 last ve German-E diagnosis of large aryview Hospital, Portamouth, Virginia 
position, 4 years, 200 bed Michigan hospital portion of 20,000 surg ‘a and over 400 

ve I rch work in pan- -_ , » oS 
MEDICAL DIRECTOR — Graduate southert ko “heigpneeneigie marriage Sere aa ee DIETITIAN~ Regist 
medical school: 20 years’ experience, outstand- ener _ for a high class 100-bed general hospital 


ed, capable and efficier 


Imonar ylism: chorioepithelioms 
iniversity hospitals; any loca pulmonaxy exaborlen; £ pithelioma raduate nursing service, and well 


dered RADIOLOGIST—Certified in diagnostic ¢ 
rs tie wr ities SincMlies: Gis ment; salary oper If 

DIRECTOR OF NURSING raduate e¢ cana VP ie : soins a rector, John D. Archbold 

versity; M.A. Degree years’ assistant 7 oi ‘ vis} fet “ate Thomasville, Georgia. Ar 
prove mutually helpful 


tion con- 


medical st active and p 


ctor; & years’ director of nursing 
rofessor of nursing educatior vailable Jul . tic r department 
hospital DIETITIAN — Therapeutic war 
bed general hospital, affiliated with 
THE MEDICAL BUREAU medical school; write for informa 
Burneice Larson, Director The Modern Hospital, 919 N. Michigan Ave 
Palmolive Building nue, Chicago 11 
Chicago 11, Iilinois 
9 ‘i DIETITIAN Chief ADA member 
ADMINISTRATOR — Preferably ssistamt « ANESTHETIST Fe S0-bed general hospital to administrative dietitian in Chicago hosy 
directorship, small hospital: M.S. (Hospit: upproved by ACS; two anesthetists employed lary open; state training, experience and 
Administration) year's idministrative ! salary open; new nur * home Apply, Super- when available full maintenance if desired 


ternship and year’s assistantship, teaching hos- endent of Nurses, Pulaski Hospital, Pulas} MO 36, The Modern Hospital, 919 N. Michigar 


pita \venue, Ch ire 1 


Continued on poge 206 
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TAT 
MENTS | 


LIBRARIAN 


ent opportur 





ployee benefit 


rience ger 


Personnel Department 


DIETITIAN Exe tive b f lirect ‘ rt ospit ; Cincinnat Or 


NURSE—Graduate for supervisory position in 
200-bed private hospital, treating all types of 
mental patients; one hour from New York 
city; salary $215 to $235 according to experi- 

; ’ ce, with maintenance available at cost of 
DIRECTOR taunt b . P ‘ . Sideaeais $35 per month; 5-day, 40-hour, 4 week vaca- 
i t is r day sick leave. South Oaks, Box 


167, Amityville, L. I., New York. 


NURSES) Graduat f ‘ mad yer 
eral hospital n thriving village, Catskill 
e : , ot lla Mountains, 8-hour day, six-day week, time 
DIRECTOR ‘ f ' t . ¢ a - ' pr shen < ind-one-half for overtime after 40 hours, ro- 
’ tating shifts; av ze gross cash salary $20( 
; $21 month ill = ntenance available 
$10.50 week ply Superintendent 
Margaretville et tal, Margaretville 
Phone Margaretville 5( 


' 
nnected with med 


in medical irgical 


MISCELLANEOUS 


NSTRUCTOF ( 


Continued on page 208 


“5 LORD OCo ENP a So 


"Theres no bones about it)” 








Dogs. and rodents too, can’t share the enthusiasm of WITT 
Can owners who find all the better things in these sturdy 
Cans. A picture of strength, WITT Cans stand up un- 
der weather, wear, even abuse. Snug-fitting lids stay tight 
because the WITT Can holds its shape better than a 
camera-conscious model. 

















ort wr aw te 


The underlying reasons for WITT Can superiority are 
simple, but so important. Heavy gauge steel is deep-rolled 
1 CANS into the strongest corrugations known, reinforced with 
wit angle shock-absorbing steel structural bands, top and bottom, 
the and then hot-dipped galvanized by hand, adding the heav- 
STRAIGHT SIDES Provide yor" iest possible coating of pure zinc. 
Rugged Strength Greater iy This greater strength and resistance to weather and abuse 
Resistance to Gough Men- is the reason why WITT ‘makes no bones” about guaran- 


teeing 3 to 5 times the service life of ordinary Cans. 
dling . Longer Wear! . 


THE WITT CORNICE COMPANY 


CINCINNATI 14, OHIO 
“Originators of the Corrugated Can”’ 
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U Bush With 


9 LIVES... 


We hove used Anchor yg GUARANTEED 
Surgeon's Brushes fr TO WITHSTAND 
ORVILLE PETERSON A MI! N | M UM 

“ewe. = OF GOO 
AUTOCLAVINGS 


are as good as new. 


Anchor All-Nylon Surgeon's Brushes have 
been tested for many months in leading 
hospitals and have proven superior in 
design and construction. Anchor brushes 
remained in perfect condition after an 
average of two autoclavings per day for 
over one year. By specifying Anchor 
Brushes you will obtain the most econo- 


mical Surgeon's Brush on the market today. 


‘F Nylon Handles assure 
a firm grip 


For information write 


ANCHOR BRUSH COMPANY 


AURORA, ILLINOIS 
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“These worn out calling cords 
make me mad... and that’s 
only half of what they do to 

the patients. Can’t we 
do something about 
them?” 


where Standard Time makes cords 
that'll fit our system. 

I'm going to 

get in touch 

with them right 

away!” 


SUPERIOR FEATURES PROVE 
STANDARD LIFE-LONG CORDS BEST 
Nurses calling station cords that are worn out 
and not working properly are easily replaced 
with STANDARD LIFE-LONG Cords. LIFE 
LONG Cords fit most systems . have soldered 
terminals that can’t loosen... swiveled button 
shell casing so wires can't be twisted off... posi- 
tive locking device that releases only when collar 
is pressed ... 6 fee! of high-grade rubber covered 

wire... can be sterilized without damage. 
Replace your worn out nurses calling cord 
with STANDARD LIFE-LONG Cords. They ll 


give service that lives up to their name. 


“DO AS WE JUST 
DID. MAIL THIS | 
COUPON TODAY!” & 


THE STANDARD ELECTRIC TIME CO. 


83 LOGAN STREET, SRINGFIELD, MASS 
Please tell us more about STANDARD Life-Long Nurses Call Cords 
Our present make is 
Remarks 
Name 
Hospital Address 
We would also like to know about your 


] Nurses Calling Systems Patients Phone 
Doctors Paging Systems ] Stoff Registers 


Yes eee ee ae 


me me eee eae 
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ANT ADVERTISEMENT) | 


RESIDENTS—Desirable openings in all serv- 
attractive 200-bed hospital; good salary 
complete maintenance Apply, Director, 
s Hospital of the Cleveland Memorial 

cal Foundation, 12345 Cedar Road, Cleve- 
land Heights 6, Ohio 


SUPERINTENDENT OF NURSES To be ir 
complete charge of the nursing service ' 
ARTS FACULTY VACANCY cluding ward aides and orderlies and to relieve 
experier for N.L.N.E.-accre 


? the superintendent; the hospital has 250 beds 
raining school of 42 students, an instructor 
m clinical supervisor salary $250.00 with 
_— - maintenance for a nurse with adequate 
ence: please state qualifications and ref- 
Apply to Miss A. B. Hunter, Super- 
Hospital! of Port 

rio, Canada 
ATIONAL THERAPISTS raduat« SUPERINTENDENT NURSES Pontiac 
d; trained ree worke o < General Hospital, Pontiac, Michigar Oppor 
t tunit tor ar ‘ mprove nursing serv 


1 eation 
ment ' 
recent professional 
egressive and 
ind and consider 
nursing, and 
r duation with 
irses ' irsing nistratior salary 
-$4680 with annual iner ents of $180 
nereases in first year; maintenance avail- 
at nominal harges 1» «=190-bed 
r m, excellent 
municipal 
eave and vaca- 
system: educs 
ties in Detroit one 
ransportation, Applica- 
equest 


ral Hospital, Pontis 


Continued on page 210 





BE ERE PI FTE A 


asa hot drink... 


asa basis for cooking 


BOUILLON STIMULATES 


CONVALESCENT APPETITES 





Rich in beefy flavor, Maggi's Granulated 
Bouillon Cubes made into a delicious ‘‘broth"’ 
augment the appetite and promote diges- 
tion in debilitated states following illness and 
in various asthenic conditions. 


In addition to serving Maggi's Bouillon at 
luncheon, dinner and between meals, more 


and more institutions use Maggi's Granulated 
4 Bouillon Cubes in the handy, economical one 
and two pound jars as a cooking basis to 
make soups, meat and vegetable dishes more 


palatable. 


Granulated Chanuc ates Order from your supplier today 


Bounton-cusEs 


BOUILLON CUBES 2 OTHER MAGGI FLAVOR FAVORITES 


*® Maggi's Seasoning 


*® Maggi's Gravy Powder, Chef Style 
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More food is cooked in Steam-Chefs today than in all 
other makes of steamers. And every Steam-Chef in serv- 
ice cooks it better, and more cheaply, than by processing 
it in any other way. Steaming in itself has special ad- 
vantages for quantity cooking. as compared with other 
methods. Good food results from steaming because: 

e Vitamins and valuable food elements are more 
fully retained. 
Food and containers are not scorched — con- 
stant watching is unnecessary. 
(Juantities can be closely gauged and all food 
freshly served. 
Flavor and appearance are uniform and top- 
notch. 

Besides, Steam-Chef operates so promptly, so easily. 
so economically -that it simplifies 
and cuts costs on your entire kitchen 
set-up. Let us tell you more. 

Made in various capacities, for either 
direct steam or gas connection, Get 


Steam-Chef Catalog, also informative 
booklet “For Better Steaming.” 


THE CLEVELAND RANGE COMPANY 


3333 LAKESIDE AVENUE CLEVELAND 14, OHIO 


For BETTER Steaming- 


STEAM -CHEF 
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COMES 


@ It’s always a problem to satisfy the natural 
dessert craving of patients on diabetic and re- 
ducing diets. D-Zerr,, a truly delicious gelatin 
dessert, is also a welcome answer for patients 
on low-carbohydrate and low-calorie diets. 
And D-Zertra, now sweetened with dulein, 
has no bitter aftertaste 

To add appetizing variety to diets, you can 
serve D-Zerta with confidence. It has been 
accepted by the A.M.A. Council on Foods and 
Nutrition. Available in assorted, delicious fla- 
vors and in packages of 6 and 20 one-portion 
envelopes .. . directions 
and analysis of contents 
on each envelope. Use 
coupon below for FREE 
professional sample and 
recipe booklet. 


General Foods Corporation, 

Dept. H-4, Battle Creek, Michigan. 
Please send me a fre professional sample 
of improved, dulcin-sweetened D-Zerta 
Name 
Address 


Tow n 


D-ZERTA 
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POSITIONS OPEN 


SUPERVISOR 
obstet depa 


ets i4 


ons; salary comparable with other hospitals ao 


n this are 


Rayne 


16, Mary! 


SUPERV 
wood sa 


able 


SUPERV 


Supervisor 


western 
65 beds; 


division 


salary 


919 N. M 
SUPERV 
openir 
Director 
Hospit 


rECHNI 


open 


ai 


| AD! 


i - 


i 


:.¢ 
Pee. @ Z x ef 
ee eae F O6a8 & Ow asst 


salary open 


Avenue, Chicago 11 
Day ind 

le tment 
a ee rECHNICIAN I 
ds tuberculo 
West 

Avenue 

and 


ISOR-- General 


rECHNICIAN 


ISOR Obstetr 
wanted 100-bec 
New York state 

responsible 
and instruction « 
MO 32, T 
Michigan Avenue, 
ISOR dpe 

rood 

Nurses 


Bisma 


CLAN 
Duty N 


TECHNICIAN—Qualified to do 
x-ray work in fully appro 
relief available 


NQ 306, The Modern Hospital, 


rECHNICIAN 


rai hospit 


laboratory and 
ved 60-bed hospital ved wene 
for time off duty request. Wr 
919 N. Michigan 


INTERSTATE HOSPITAL 
AND PERSONNEL BUREAU 
Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 
ASSISTANT 
hospital: cer 


ADMINISTRATOR 
tral state ib) B 


ment 


DIRECTOR OF 
pital M chu 


NURSING 


ASSISTANT DIRECTORS OF 


Continued on page 212 








The new Hospo Lamp meets every re- 
quirement for a patient room light. Ex- 
tends to give the patient perfectly placed 
light with Gatch spring raised to any 
position. Reflector inverts to provide 
ample indirect light for most room needs. 
Head lifts off at end of extension arm for 
use as physician's or nurse's examining 
light. Snaps back on with lock so that it 
cannot be knocked off. Fully adjustable 
to any position with sturdy friction ball 
joint which is permanently tight. 


Write for prices to: 


HOSPO ORGANIZATION 


1160 N. Howe Street Chicago 10, Illinois 


VERSATILE 


PATIENT’S LIGHT 


DOUBLE 
EXTENSION 
TELESCOPING 

ARM 16''-32 


Hospo Light clamps to any type bed without de- 
facing finish. May be turned to wall when not in 
use. Permanently tight ball joints permit use in any 
position without thumb nuts. 

Cord is held along extension arm with clips, 
easily removable for use of lamp head as exam- 
ing light. Handle never gets hot. 

Extends to swing in 32" circle from clamp. 
8-foot cord reaches any normally placed socket. 
Extra length cord may be had on special order. 

Under full control of patient yet swings out of 
the way when required. Permanent dull bronze 
finish to harmonize with most hospital room fur- 
nishings. Also available with shorter extension arms. 





The MODERN HOSPITAL 











SECO-SYSTEM 
Prescription 


Headache 
Capsules 


For Food Service Operators 
SEE WHAT’S IN THESE CAPSULES ? 


When used in combination with hundreds of 
other SECO-WARE food storage pans, they be- 
come a part of the SECO-SYSTEM—of hot and 
cold food storage ... the Greatest Achievement 
in food storage history .. . at no premium in price! 


And SECO-WARE is doing more to relieve 
food storage and serving headaches in food 
catering establishments, with space economy, 
than any other “fixed'’ round food storage 
method on the market today! RESULT: More food 
served in less space at less cost! 


Consider these truths: The SECO-SYSTEM of food storage 
offers the only COMPLETE line of multiple pan combinations 
with MORE copacity, MORE sizes, MORE depths, WITH 
covers... plus the famous “NESTROL” nesting feature (mak- 
ing it easy to stack and separate empty pans). The heaviest 
gouge 18-8 stainless steel pans and covers on the market 
today... 20 or 18 gauge stock shipments. (16 gauge upon 
opplication). Beautiful lustrous finish, SECO-WARE inter- 
changeable COMBINATIONS utilize every INCH of table 
ond counter top openings... SECO-WARE offers a triumph 
of engineering research—Up to 50% GREATER food 
copacity with BETTER OPERATION in REDUCED SPACE 
. with GREATER SPEED plus MORE SERVINGS .. . to 
MORE CUSTOMERS .. . ot LESS COST with INCREASED 
FOOD 


PROFIT !— re } 
l, if} ft [ Ma! 
w 
E PANS 


gx? HO? FOOD TABLES 
‘ CAFETERIA COUNTERS 
SALAD UNITS 

Investigate FOUNTAINS, ETC. 
the SECO-SYSTEM Over 500 interchangeable pan top combi- 
—CONSULT YOUR DEALER nations. ORIGINATORS of the FIRST, the 
TODAY—WRITE FOR CATALOG FINEST in die-stomped stainless steel food 

Sw-47 storage pon combinations. 


SECO COMPANY, INC, secuinte me. 


Copyright 1949 
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CHAMBERLIN will help You 
in the Wise Planning of 
YOUR SCREEN NEEDS... 


Take advantage of Chamberlin’s expert Screen Advisory 
Service, with years of experience in planning screen 
needs for all types of hospitals and institutions. Cham- 
berlin’s specialized screens fit varying needs the most 
economically. Many architects, engineers, contractors 
and institutional managements have benefited by its 
recommendations. 

DETENTION SCREENS—Designed with concealed- 
hinge frame for instant accessibility for cleaning win- 
dows or spring adjustments; double-leaf-type springs 
cushion blows on screen wire; key stations are tamper- 
proof, and key automatically ejects foreign matter when 
inserted. 

PROTECTION SCREENS—For wards where less vio- 
lent or disturbed patients are quartered. Sturdy design 
assures ample protection and security with commen- 
surate economy. 

SAFETY SCREENS—Recommended for children’s and 
elderly patients’ wards, where more than ordit.ary insect 
screen security is desired. Welded, all-metal construc- 
tion and strong wire mesh for full safety. 


Chamberlin Institutional Services also include Rock 
Wool Insulation, Metal Weather Strips, All-Metal Storm 
Windows and Insect Screens. 


For detailed specifications on institutional screens, write 





IBERLIN COMPANY OF AMERICA [IE 





SPECIAL PRODUCTS DIVISION 


CHAMBERLIN COMPANY OF AMERICA 


Dept. 144, 1254 LaBrosse St. e Detroit 26, Michigan 








INTERSTATE—Continued 
EDUCATIONAL DIRECTORS 0 O 


TECHNICIANS 
OF M nd 


ANESTHETI 


THE MEDICAL BUREAU 
Burneice Larson, Director 
Palmolive Building 
Chicago 11, Illinois 


ADMINISTRATORS Med 
t 5 


MARA ALS 


HUN EAMRT PE TAI RRM Fie TRIMMER 





ep rere 


/ERTISEMENTS | 


& 





MEDICAL BUREAU—Continued MEDICAL BUREAU—Continued 
¢ coast. (c) To build hos- DIETITIANS. (a) Chief; 400-bed general hes 


capacity 400-600 beds pital residential town short distance from 

already subscribed university center: minimum $4500; east (b) 

250 beds new Chief; new hospital sponsored by several in- 

college towr dustries; Texas. (c) Assistant and teaching 

‘ ospital, 200 beds, to dietitians 100-bed hospital United States 

Augu pally operated ; pref- dependency; tropical climate $240 early in- 

eone A l June; winter resort creases: transportation provided. (d) Instruc- 

h if i or medical, member of tor and consultant in nutritior state public 
pital group, combined health department, middle west. MH4-4 
DIRECTORS OF NURSES~ (a) Fairly 
hospital; all-graduate staff nteresting 

g hospital east (i) ye : ef 

on, Florida; $4800, partial maintenance 
voluntary hospital One of leading hospitals for childrer 

versity medical center (c) New hospital, 10¢ 


beds, general: residential town, short distance 


som 


east (z) Assistant 


bed hospital; east th) 


nurse new hospital of 
completed; college town, 
Business manager TBs bed from Sacramento and San Francisco. (d) 506 
. Ae ge medical center bed teaching hospital; university medical cer 
MH¢-1 ter: east ‘e) Assistant director qualified to 
teach social sciences; 100 students; university 

ADMINISTRATORS NURSES (a) Chief south; $4200, maintenance (f) Direc 
se eneral hospit operated by large ir wv of nursing service iniversity group; 1206 
Arabia ; $5400, maintenance t (e) Director department of nursing 

t Assistant administrator t iniversity newly created ppointment 
hospit degree 1 i ities include surveying schools, administering 
MH4 scholarship program; $5000 th) Director of 


irsing ser e and school; voluntary hospital 


00 beds 1) students; educational center 
-$6000 (i) Director of nursing service 
eneral hospital ope 
es in Latin America; degree required 


$6000. MH4 


American aus- 


w ledye 


FACULTY APPOINTMENTS (a) Education 


i-bed wene hospital college 


100, maintenance 
nd conduct program 
mum $4000; middle 


ete arge gene 


Continued on page 214 
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| DE PUY MANUFACTURING CO., Warsaw, Ind. | 


PUY LEG EXERCISER 


™~ 


~ 


Patent Pending 


Ideal for polio cases, atrophy of 
the muscles of the leg, or for 
limbering up stiff knee joints, 
or hip joints after fracture. 


Patient may sit on the chair and peddle 
the machine, or may lie in bed and ex- 
ercise in a supine sitting position. Es- 
pecially good for heart cases. The little 
friction clamp at the top of the frame 
enables the operator to make the ped- 
dling stronger. as the patient's case will 
demand. Excellent for the development 
of the leg muscles where the patient is 


unable to walk. 
Write for fracture catalog. 


OVER FIFTY YEARS OF 
SERVICE TO HOSPITALS. 


MH 4-49 
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Today it’s Latex Foam Rubber! 
for Comfort and Cleanliness . . . 
For mattresses, cushions, operating table pads, ambulance mat- 


tresses and similar hospital requirements there's nothing to com- 
pare with PerfeKtum Latex Foam Rubber [(Airfoam*) 


~~ 


Latex foam rubber does not become flat, hard, saggy or lumpy. 
It's dustless, non-toxic and inhibitive to bacterial growths. It repels 
germs, moths and vermin and is easily washed with soap and 
water, and sterilized by sponging and spraying. 

Learn more about how this amazing long-wearing material 
can cut your costs and provide greater comfort for your patients. 
Write today for our newest leaflet which describes in detail the 
many advantages of PerfeKtum Latex Foam Rubber (Airfoam*) 
mattresses, cushions and hospital specialties 
*T.M. The Goodyear Tire & Rubber Co 


PerfeKtum Products Co. 
300 FOURTH AVE. [stablished 1922 NEW YORK 10 











ANY HOSPITAL CAN OFFER 


Whirlpool “/herapy 


Any hospital can now offer complete 
body whirlpool therapy with the 


Sohvcdlee 


WHIRLPOOL CARRIAGE Compact, 
easily operated, and portable. Extremely low in 
cost and it operates for only 7 cents an hour. Ac- 
cepted by the A.M.A. Council on Physical Medicine 
and approved by Underwriters’ Laboratories. 


See the Schroeter WHIRLPOOL CARRIAGE at your 
surgical dealer's. 


WHIRLPOOL CARRIAGE, INC. 


Brooklyn 2, N. Y. 


safe, 


142 Joralemon Street 
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THE PLUS* REFRIGERATOR 


With Permanent, Lustrous 
stainless steel 
EXTERIOR and INTERIOR 


Assures You 
complete food conditioning 


Finished in sanitary, wear-proof stainless steel snside 
and out, HERRICK refrigerators assure you all the ad- 
vantages of “plus-refrigeration”. With it you enjoy com- 
plete food conditioning. Thorough air purification, gentle 
yet positive circulation, correct humidity, and controlled 
temperature keep foods at their peak of freshness and 
flavor. These are important plus-features of every 
HERRICK refrigerator. For 58 years HERRICK has rigidly 
adhered to the policy — ‘Use the Best to build the Best’. 
Write for complete information and specifications cover- 


ing reach-in, step-in, and walk-in units. 


HERRICK REFRIGERATOR CO. e WATERLOO, IOWA 
DEPT. M COMMERCIAL REFRIGERATION DIVISION 


HenhlCh 
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WANT ADVERTISEMENTS | a 


MEDICAL BUREAU—Continued MEDICAL PERSONNEL EXCHANGE 
POSITIONS OPEN Ser department; attractive ee 











Obet ee OG haenitel jeunted SUPERVISOR (a) Operating room; 100-bed 
MEDICAL BUREAU—Continued 2 CG d hort distance from $1 maintenance b) Obstetrical; 189-bed 
) Y ve y hos; 
dministrative re PECHNICIANS-LABORATORY (a) La 
I nity e) Ortho hospita Colorado ; training or experier 
bed he mid ‘ work req d: s ting $234 i 
Ne (b) X-Ray bed; Virwir 
' ES outh: $295. MH4-9 
’ ieiied de PHARMACIST Assistant ve hospit 
f) Ed Maryland 
FSET CNHs MEDICAL PERSONNEL EXCHANGE 
; erience de ble: $454 ‘ Formerly RECORD LIBRARIANS ) Chief: 250-bed 
dl ect blist d . Pennsy nis y hic b) O-hed: Ne 
7 ; Nurses’ Exchange and Placement Service j ; 
a Nellie A. Gealt, R.N., Director 
4707 Springfield Avenue ADMITTING CLERK 
MEDICAL RECORD LIBRARIAN Philadelphia 43, Penna. ort city 
ANESTHETISTS I 
R ; 7 ne « PATHOLOGIST Wanted by July Ist: 180-bed 
rr Ww , . 4 
DIRECTORS 0 Ul N¢ 
RADIOLOGIST Ne 
1H S204 \ 
oor ° , 
PHARMA , ae : - , 
: “riage ; ‘ See MISCELLANEOUS. > Nurse; Alask 
MHA EDUCATIONAL DIRECTO I ‘ t EDUCATION DIRECTO! H 
SUPERVISOI ; es 
: mn rRUCTO 
I : N No I 
Continued on page 216 
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time means economy / 
e 
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The handy HANKEE dispenser box eliminates waste 
by releasing just one double tissue at a time to your 
patients. Made of fine, All White cellulose by a 
special process, HANKEES are soft and gentle to 
the skin, absorbent, yet possess surprising strength. 
Hankees are preferred by patients and are econom- 
ical to use—the ideal answer to every hospital 
requirement. 


HOSPITAL 
SUPPLIES 


INC. 





118 S. CLINTON ST.+ CHICAGO 6 
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Dormitory Furniture 


BY HILL-ROM 


The large desk 
provides ample 
space for refer- 
ence books and 
papers —also for 


lamp, radio, etc. 


Showing the easy 
accessibility of the 
chest drawers. 
These drawers 
open and close 


easily and quietly. 


Bed and bolster 
serve as lounge 
during day. One or 
more bolsters may 
be used in this way 


to make a settee. 


Compact Bedroom-Living Room Combination 
Units for Nurses, Students, Internes 


Here's Hitt-Rows answer to the problem of providing 


convenient, comfortable and attractive living quarters for 
students, nurses and internes—at money-saving cost. The 
unit consists of a bed and bolster, a three-in-one chest- 


vanityv-desk, and a handy wall shelf for books, radio, 


clock, ete. 


and showing many different suggested arrangements for 


Illustrated folder giving complete information 


single and double rooms will be sent on request 


Hitt-Rom Company, [ne., BaresyvitLe, INDIANA 
* 
* i, * 7 
* * “i : ‘ 
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Cabinet and table tops like these in 
*sley Memorial Hospital suggest the 
use of ELKAY Stainless Steel. 


iat 
inte’! 5 


proves efficient 
and economical for 
surfaces and sinks 


ECONOMY achieved through permanence! In 
Hospitals —ELKAY Stainless Steel provides a life-time 

of trouble-free service. Modern design is complimented 
by enduring satin smooth beauty . . . sanitation 

is assured. And because ELKAY Stainless Steel is 

easy to keep clean you can figure on operating 


economy from minimized clean-up labor. y 
by E£: oldest 
P @ 
G Consult Sweet’s—23 a 4 or 
Hydrother fanks by ELKAY are 


clip this coupon for your free catalog 
It t ind efficient. One of the many 


durable 


hospital uses of Stainless Steel. 


manufacturer of 
stainless steel sinks 


Diet kitchens, laboratories and many 
others benefit by ELKAY standard 
units as well as custom-made sinks. 


Pas . 


ELKAY MANUFACTURING COMPANY 
1898 South S4th Avenue * Chicago 50 


Please send catalog covering additional Hospital items. 


(Dept. A) 





POSITIONS OPEN 


SHAY MEDICAL AGENCY 

Blanche L. Shay, Director 

55 East Washington Street 
Chicago 2, Illinois 


"WANT ADVI 


REGISTERED X-RA 
rECHNICIAN Cl 


nic 


b day Saturd: 


SANITARY ENGINE 


and experier 


SHAY—Continued 


ERIISEMENTS § 





Y AND 
south 
this is 


good 


LABORATORY 


S-hour day; one proved 
Pacific 
200-bed 
100-bed 


$4200 


outstanding 
$4800 


an 


future; 


town 


tc) 


town ; 
SER Middl 
ce: $4800, 


west; good proved 


northwest 


York hospital 


coast 
approved 
approved Ilino 
maintenance 
hospital 
$4500 


WOODWARD—Continued 
DIRECTORS OF} 


California 


NURSING 
hospital 
$4000 
Florida 


(a) 
attractive 
maintenance 
hospital 
s hospital 
(d) 
university 
100-bed 
ollege affiliation 


with 


te) 


200-bed ap- 
colleve 

(b) 
$5000 
college 
200-bed = ap- 
affiliation 
approved New 
$4000 main- 


tenance 


WOODWARD MEDICAL 
PERSONNEL BUREAU 
(Formerly Aznoe’s) ates 
Ann Woodward, Director (e) 
185 North Wabash Avenue 


Chicago 1, Illinois 


DIRECTOR _ East 
educatior 


of rsir 


EDUCATIONAI 


manage and direct 


DIETITIANS Food 


cafeteria; east; 33100 yearly 


production dietitian 
(b) Chief 


$3600 yearly 


(a) 


ment schoo 

approved Ohio hospital 
100-bed hospital ; 
(d) Approved hospital 


$3000 


eastern mountain resort 


egion 


$3600 


INSTRUCTORS resort town fe) 100-bed 
163-bed er t hospit if) 


Californis 


$3600 maintenance 
ithern 


Texas hospital 
bed tuberculosis hospital; so 
100-bed 


$3000 mainte 


M.D.; 350-bed fully 


! ctive out patient 


ASSISTANT DIRECTOR 
oved eastert stitutic $3000 (ge) hospital; colle 
11,000 admissions; 300 visiting ear Chicago nance 


EXECUTIVE 
hospital 


HOUSEKEEPER 


Chicayo 


O-bed ay 
suburb 


ASSISTAN proved xclusive 
DIRECTOR OF e west: 18 n 
auc . . : , Sant Young man, trair n hospital 


0-bed easterr 


ATOR — (a) 


expansior 


100-bed 


ADMINISTR 
dwestern hospital, planning $3000 yearly 
vdministratior 

INSTRUCTORS 
nance 300-bed 
Nursing arts 
pital 


approved 


Clinical 


hospital 


$3600 mainte 
tb) 
hos 
100-bed 


mainte 


salary (a) 


oper 


GENERAI DUTY NURSES Middle Chicago aren 
od ¢ amis Qh $4500 new air condi- larve eustern university 


is health re 
$4000 


k ANESTHETISTS 
tioned clir ea $4000 yearly ©) Science 


t: $3200 


d famo sort 


tal 


yearly hospital southwes 
ve southeastern nance 


PSYCHIATRIC SOCIAL WORKER Eas s. Siticigadl anmiiaendl Seen 
a Soggy gee Seen nee: Sim k hospital; $4 ‘e) 100-bed hospital PHARMACISTS (a) Florida medical center 
on See . if) New, bed approved 


£4500 (g) towr £4200, te) 


S-year Coure . thwest Pacific catior £4006 $4800 yearly (bi) 1006 hospital 


‘ 20- bed southeastern colleye °200-bed 
e Os] 0 (th) 100-bed hos- 
REGISTERED PHARMACTST— We ton tt tive locatior eat 


approved hospital; residential community 
New York; $3600 maintenar 


hospital: east coast; $3600 maintenance 


1 CRY 


Everything’s All Right!" 


near 


Lakes regior 00-bed 


Continued on page 218 








“Yes, everything is all right,” for the 
hospital staff too, when Deknatel, the orig- 
inal "Name-On” beads are sealed on baby 
at birth. Virtually indestructible, these 
sanitary, attractive, inexpensive beads have 
won the confidence of nurses and mothers 
for more than a quarter of a century. A 
fine American product, originated and 
produced by J. A. Deknatel & Son, Queens 
Village 8, Long Island, N. Y. 


=-THE ORIGINAL 
“‘NAME-ON”’ BEADS 
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Hospital 
Sheeting 


Waterproof, resistant to stains and acids 

easily cleaned and sterilized. Non- 
toxic. Both heavy-duty and lightweight 
coated one or two sides. 


Ask your Hospital Supply House for 


Royal Archer Sheeting 


ARCHER RUBBER COMPANY 
MILFORD, MASSACHUSETTS 


QUALITY RUBBERIZED GOODS SINCE 1907 





Fund Raising 


Counsel 


For a quarter century our cam- 
paigns have succeeded not only 
financially, but in the excellent 
public relations we have established 
jor our clients. 

Consultation without obligation 


or expe NS. 


CHARLES A. HANEY 
x ASSOCIATES 


259 Walnut St . Newtonville, Mass 
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BOOKS 


for the 


PROGRESSIVE 1 
HOSPITAL © 
ADMINISTRATOR b> 


HOSPITAL ORGANIZATION AND MANAGEMENT 
by Malcolm T. MacEachern, M.D., C.M. 1,078 pages, with 


charts and illustrations of forms that can be used by any 








hospital, size 6% by 9%, bound in red cloth 
per copy, $8.50 
This famous book, accepted by administrators of hospitals 
throughout the world since 1935 as their manual and guide, 
now in its second revised edition (1947 printing), with much 
new and important material added to its many pages of 
valuable text. 


MANUAL FOR MEDICAL RECORDS LIBRARIANS 
by Edna K. Huffman, R.R.L. 400 pages, 73 illustrations, 
size 644 by 9%, bound in blue cloth per copy, $4.50 

A thoroughly revised book which discusses in a_ practical, 

concise manner the procedures of the medical records 


lepartment. 


HOSPITAL PUBLIC RELATIONS 
by Alden B. Mills. 384 pages, 16 full illustrations, size 
5% by S%, bound in tan buckram per copy, $3.75 
To those who sincerely desire to, create relations of mutual 
understanding, good will and respect between themselves and 
the public, this book is a veritable mine of information and 


guidance. 


THE COLLEGE CURRICULUM IN 
HOSPITAL ADMINISTRATION 
the final report by the Joint Commission on Education, 
Charles E. Prall, Director, Paul B. Gillen, Assistant. 120 
pages, 6% by 9%, bound in blue cloth per copy, $2.00 
This final volume rounds up the remaining Commission 
studies designed to help schools of hospital administration 
build their curricula and decide the number of students to 


be accepted. 


PROBLEMS OF HOSPITAL ADMINISTRATION 
by Charles E. Prall, Director, Joint Commission on Educa- 
tion. 120 pages, 614 by 9%, bound in blue eloth ; 
per copy, $2.00 
Natural Division of 500 Administrative Problems Report 
of study based on interview with 100 hospital Administrators 
located in various sections of the United States. 


PURCHASING FOR HOSPITALS 
by Walter N. Lacy. 1S pages, size 6 by 9, bound in 
blue cloth per copy, $2.25 
Tells how to purchase the things you need, attitude towards 


salesmen, testing materials, ete. 


STANDARD NOMENCLATURE OF 
DISEASE AND OPERATIONS 
1.022 pages, size 7% by 4%, bound in blue eloth..... roe 
per copy, $4.50 
Sponsored by the American Meaical Association, is a compre- 


hensive and authoritative terminology of diseases and opera 


tions for cross-indexing purposes in your hospital. 


Plus Postage. Foreign Duties and Taxes, if any, 
are assumed by the purchaser. 


ORDER FROM 
PHYSICIANS’ RECORD CO., Publishers 
161 W. Harrison Street Chicago 5, Illinois, U.S.A. 
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WANT ADVER: 


PLACEMENT BUREAUS 


POSITIONS OPEN 


WOODWARD—Continued 
PHYSIOTHERAPISTS 200-bed 


n w Sie 


( ed t 


n 


RECORD LIBRARIANS 


ed hospital; Le 


SUPERVISORS 


or 


PLACEMENT BUREAUS 


BROWN'S MEDICAL BUREAU 
7 East 42nd Street 
New York C 


(Agency) 


ity 1 


If you are seeking a position or personnel 


please write. Gladys Brown, Owner-Director 


We Do Not Charge a Registration Fee 
. 


We 
Personnel and from 


tions tn 


'TISEMEN! 


MISCELLANEOUS 


ZINSER PERSONNEL SERVICE BOOKBINDING 


Zinse Directs 
hospital journ and magazines 


Finest wo 


manship at reasc ce Inquiries 


NORRIS BOOKBINDING COMPANY 


vited 


GREENWOOD, MISSISSIPPI 


~aer FUND RAISING DIRECTOR 
BUREAL 


(Agency) 


Calif 


L. A. MEDICAL 


756 So. Broadway, Los Angeles 14 


Telephone Trinity 5618 


McCafferty, Owner 


Harry F 


invite inquiries from Employers desiring 


Applicants seeking pos 


the Southern California Area 


MEDICAL-DENTAL PERSONNEL BUREAU 


OF SPOKANE LINEN CONTROL CONSULTANT 


M.T., 
525 Paulsen Bidg. 


Mary Lowry, Director Systen l 


Spokane 8, Washington 
Many Good Positions in All Medical Specialties 
Northwest 


in the Great 


Write us for full details 


Continued on page 220 
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OUTSTANDING yo" 


t 


*Trade Mark 





of water 


ate 


FEATURES ow of to 3 ters pe 


Croupette 


therapy 1S aiso availabie 


AIR-SHIELDS, Ine. 


Manufacturers of the ISOLETTE 


UPETTE 


HUMIDITY TENT 


An entirely new humidification unit for use in 
treatment of respiratory ailments where high 
relative humidity is indicated 
patient a nearly-invisible, cool nebulized spray 


It provides for the 


with minimum Cc yndensatic yn 


A practical substitute for special steam or vapor 
rooms and cumbersome mechanical apparatus. 
Children are afforded excellent visibility through 
and wear normal clothing 


at- 


the transparent canopy 
and bedding. Nurses 
mosphere 


work in normal room 


standard size 


Weighs 11 Ib 


istable on any 


inimum @ Ad) 


18 hr ¢ bed. Fold 


with m 
holds 


Q 5 to ¢ 


\ ter > | ) 7 
Water tank an or stotage 


hanical parts to get out of order or 


xygen, concentrations from @ No me 


an be 


Ss per min 


1 with ¢ 
reate hazards 


@ Detailed 


Dealers may be 


maintained at a fixed 
A special motor 
for operation of the 
A nebulizer for 


it te 


Authorized 


Air 


1 nformation and names of 
withor oxygen obtained directly trom 


Inc 


HATBORO, PA. 


Infant Incubator 


Shields 
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Most hospitals today 
use 


DISPOSABLE 


* QUICAPS 


NURSING BOTTLE 
CLOSURES 


Write for complimentary pack- 
age of professional samples. 


The Quicap Co.,Inc., Dept. H-34 
441 Lexington Ave., 
New York 17, N. Y 


The new Waring Blendor for laboratory use. 
retains all the benefits of the former model 
speed power containers 
and has the added advantages 
of lower center of gravity and 
lower cost. It blends at speeds 
up to 15,000 rpm. with 14 h. p. 
yes. to disintegrate many or- 
ranic and inorganic substances. 
ice for dlis sintegration and 
blending of substances. and for 
all types of research: enzymes iyi ibe 
food stuffs vitamins — tissues 
soils waxes pigments ‘li 
bacteria. etc. Stainless surgi- ils 
cal-steel blades and lobular- 
shaped container assure maxi- 
mum blending. 


No. 172254 W: aring Blendor 
for 115 volts, 25-60 cycles. 
AC or DC Each $31.95 _ 


ite for 


G S$ 
gE OC ihy Bulle tin No. 85C 
B 


SENOS 


CENTRAL SCIENTIFIC COMPANY 














AN 
IMPORTANT 
ANNOUNCEMENT 


Consistent with our century-old pol- 
icy. we pass on to the consumer any 
savings that we are able to make in 
manufacturing costs. Improved meth- 
ods and lower raw material prices 
permit us to do this NOW! 


PRICES DRASTICALLY 
REDUCED 


ON MOST HOSPITAL EQUIPMENT 


Including: Operating Tables. O. B. Bed- 
Tables. Operating Lights. Incubators. Stain- 
less Steel and Enameled Furniture. Pumps. 
Research \pparatus. 


MONT R. REID TABLE 


wot $1690 = Mou $1500 


Example: 


CINCINNATI 
O.B. Bed-Table 


— sina — 
emer 


Pay 


ors) 


wad $1030°° Now $9590-°° 


NEW PRICE LIST NOW READY, SEE 
YOUR DEALER OR WRITE TO 


9 


Surgical Equipment Makers 
609 COLLEGE ST. CINCINNATI 2, OHIO 














MISCELLANEOUS 


SALESMAN 


hospital and 


New and used hospital equipment bought and 
sold. Large stock on hand for the physician, 


laboratory 


SCHOOLS—SPECIAL 
INSTRUCTION 


JUNIOR COLLEGE OF PHYSICAL 


Write for what you 
THERAPY, Inc 


want or have for sale 


HARRY D 


400 East 59th 


FOR SALE 


NURSING AND MEDICINE 


SMALL 


We have in stock every nursing or medica! 


book published. Lowest prices with unexcelled 
service. Write Chicago Medical Book Company 


Congress and Honore Streets, Chicago 


Illinois 


FIRE ESCAPES 
GAS 


Spiral or Tubular Slide Type for use in remov- 


bed-ridden patients on mattresses. More 


ing 
than 8000 in use. Catalog on request 
POTTER MANUFACTURING CORP 


6116 N. California Avenue, Chicago 45, Illinois 


Street 


GENERAL 


1 towr 


Established 


REN MORGAN 


Thirty-first Year—1949-1950 


WELLS 


New York City ; . 
. Physicians’ Course—Short intensive course for 


graduates in Medicine arranged at any time. 


HOSPITAL Junior College of Physical Therapy——Two-year 


of 15,000. Established course for high school graduates, leading to 


obstetrical, and 
nity and room to expand degree of Associate in Science. Graduates in 


and for ~ - nursing or physical education and two-year 
Steen, 120 » 


college students admitted to senior year 


Medical Secretary--One-year course for high- 


school graduates. X-ray and Laboratory 


MACHINE Combined with physical therapy or sepa- 


rately. 


Chamber 


For catalog and terms of tuition address 


John C. Allen, M.D., President, 262 Bradley 


St, New Haven 10, Conn 








SAF 


from RUST and CORROSION 


—Thanks to STAINLESS STEEL PROTECTION 
—Torrington Surgeons Needles 


Stainless Steel composition of Torrington Sur- 


geons Needles gives complete overall protection 
from rust and corre » and make- it possible 
for them to be re-honed for re-use. Special heat 
to perfection of 


methods contribute 


treating 
temper which enables them to take and 
hold a keen cutting edge . . . and spe- 


cial) Torrington quality-control —tech- 
niques assure uniform accuracy of work- 


manship in every detail. 


THE TORRINGTON COMPANY 


Torrington, Conn Specialists in needles since 1866 
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Modern Styling .... Plus 


DURABILITY OF STEEL 


@ Discover for yourself the extra value in Inland’s 
modern new room ensembles, Styled for modern tastes and 
iwailable in a variety of pleasing finishes, Inland Furniture 
provides comfort and a cheerful atmosphere to patients and 
visitors alike. Practical, too, when you consider the added 
vears of service which only steel furniture can give. If you 
jo not have Inland’s new H.D Catalog write for yours today. 


INLANY BED COMPANY 
Manufacturers 


3921 S. MICHIGAN AVENUE CHICAGO 15, ILLINOIS 


Buy Quality 


a “N 
bor Economy 


The Longer-lasting linens you 
vet at BAKER are expressly 


woven for service. They pay 


off in lower linen costs. 


. €F 1852: 
Oldest and Largest Organization of its ioe 
in the U,S, 


315-317 Church $t% ‘New York 13, N: Nt: 
and 12 set rifles oy 


£ 
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“To protect the floors and simplify 
maintenance.” would be a iesiaal an- 
swer, Howe ver, the ese purpose s can 
be served, and still the fre quency of 
waxing can be reduced, by using The 
Finnell Hot-Wax Process. In this 
process, Finnell- Kote Solid Wax is 
used, and it is applied mechanically 
with Finnell Equipment. 


Hot-waxing affords greater penetration, and 
thoroughly utilizes the wax solids. Hot- 
waxing with Finnell-Kote, whose genuine 
wax content is three to four times greater 
than average wax, produces a finish unique 
in wearing and protective qualities. Shows 
substantial savings in labor costs, on a year- 
to-vear basis, as a result of fewer applications 
required, Finnell-Kote is heated ina Finnell- 
Kote Dispenser attached to a Finnell 
Machine. The melted wax is fed to the floor 
through the center of the brush ring, and is 
uniformly and rapidly spread by the revolv- 
ing brushes. Sets in less then ten seconds, 
and polishes to a beautiful, non-skid finish. 
Contains genuine Carnauba. The machine 
shown below is a 600 Series Finnell that can 
be used to apply wax, polish, wet-serub, serub 
rugs, steel-wool, dry-scrub, sand, and grind! 
For consultation or literature, phone or write 
nearest Finnell Branch or Finnell System, 
Ine., } 404 East Street, Elkhart, Indiana. 
Branch Offices in all principal cities of the 
United States and Canada. 


PP scrsthing 
FINNELL | 


THE Finnell 
HOT-WAX PROCESS 


pee Systm 
1 


Ty 


FINNELL S¥STEM, IMC. \ ne 


Pioneers and S, PRINCIPAL 
FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 








SEMEN} 


~g 
th A hee te - 


SCHOOLS—SPECIAL SCHOOLS—SPECIAL SCHOOLS—SPECIAL 
INSTRUCTION INSTRUCTION INSTRUCTION 


The MARGARET HAGUE MATERNITY SCHOOL FOR LABORATORY TECHNI 
HOSPITAL. The largest hospital in the coun- CIANS—Duration of course, 1 year. Tuition 
try offers the following to registered, profes- 
sional nurses of accredited schools 
Four Months’ Course Association For further information, write 


HERRICK MEMORIAL HOSPITAL offers the 
following programs in the Herrick Schoo! of 


10.00: approve yy the / rics d ical 
$1 apr ed t e American Medica Hospital Arts: 12-month cour in Anesthesiol 


wry for nurses: 12-month course for Medical 

the Director of Laboratories, Barnes Hospital, 

Director of Labora _ ” —_ Record Librarians: 24-month course for x-ray 
Included are obstetric lectures nursing 600 S. Kingshighway, St. Louis, Mo 

classes, techniques, laboratory science, nutri 


Cen, NES BORNE ONS Gecle-cecnemie os The PROVIDENCE LYING-IN HOSPITAL 

pects. Supervised experience is given in ante oan pending For further informatior apply to 
. Ps " Po ffers to qualified graduate nurses a four : 

partal, intrapartal, postpartal and newborr : ; the Director, Herrick School of Hospital Arts 

infant care with a minimum of twenty-five months supplementary clinical course in Ob- 001 Dwicht Way, Berkeley, California 


technicians 12-month course for practical 


nurses. Courses G.I. approved or approval 


hours of clinical instruction Students may tetrics ll maintenance and a stipend of 
elect one month's experience in premature nur- 


s provided. For full information, 
sery, formula ro tion, antepartal or 


dials ond Gad core apply to the Director of Nurses, Providence QUEEN OF ANGELS HOSPITAL, Los Ange- 
Lying-in Hospital, Providence 8, Rhode Island 
les, California, offers a six-month course for 

Six Months’ ( € 

Following the above program, a two months HIGHLAND SCHOOL © NURSING, OAK 
course is offered to students who have demon- LAND, CALIFORNIA n t 
strated potentialities for head nurse responsi- ! 
bilities. It includes instruction in principles 
and methods used in clinical teaching program 
and ward management. Students plan and con- 
duct their program of clinical instruction with 
the head nurse and serve as assistants. They nm t ‘ x n t t I = HOSPITAI 
are directed and supervised by the instructor moins f 
of the course 


graduate nurses in obstetrics. Classe admit- 
ted January 15 and July 15 r further infor 
the Direct« 


eles 26 


Classes admitted every other month begin 
ning February. Maintenance and stipend of n th POST-GRADT 
$75.00 per month grar i. Write for catalogue DIATRI NURSING 
Address Rose A. C« . RN Director of J Octo 
Nurses, 88 Clifton Place, Jersey City 4, New t f s 
Jersey 





‘2 GRO PALATES NSF Ce EARL AT SS PLEATS HM, 


CLIENTELE LIMITED TO RECOGNIZED HOSPITALS 


H 





Cleaner Washrooms 


HOSPITAL Exclusive SPERZEL DESIGN Gives 
ADMINISTRATORS! ¢ MAXIMUM SANITATION 
e MINIMUM MAINTENANCE 











@ OPEN FRONT AND 
BACK DESIGN. . . 
requires less cleaning 
time to maintain top 
sanitary standards. LP-20 


Available in 
@SELF-RAISING ... Black or White 


seat remains upright 
when not in use, al- 
ways clean, dry and 


sanitary. 


FINANCIERS ©50010 ae 


| 
strong @nd durab le. 
OF Plastic coyered'h 
HOSPITAL 


is moisture proof, 
ACCOUNTS dirt free. 


RECEIVABLE py al 
THE SPERZEL comMPANY 
ies ; All Sperzel Seats fit Standard Bowls 


. 123 14th AVENUE S. - MINNEAPOLIS, MINN. 
WRITE NOW for catalog for 


; sustaining hinge, and com- 
aps ; full details on model LP-20 plete line of conventional 
(Illus.), model LP-40 with self- seats. WRITE: DEPT. H. 
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UALITY 


CONOMY 


pEQUOT 
PLUS-SERVICE 
SHEETS 
PILLOW CASES 


EPENDABILITY 


Americas Most Popular Sheets 
More than 144 threads per 1n¢ h 


\EQUOT 


PERCALE 





America’s “best-buv” util 
ity percales. More than ISO 


threads pet inch 














PEQUOT 
(fin Cimbid | 
PERCALE / 


PILLOW CASES 


luxury 
200 


loveliest 
percales. More than 


combed. threads per inch 


America § 


SHEETS AND 


Empire State Bldg 
¢ Dallas 


Offices 
* San Franciscc 


il Sales 
© Chic igo 


Pequot Mills, Gener 


New York | ¢ Bostor 


| Where Does Ht Go? § 


Solve the problem of allocation and } 
identification of linens, equipment and | 
wearables—mark them with Cash's Woven 
Names. With an eye on lower replacement 
costs and efficient management, hospitals 
use Cash's Names to identify sheets, towels, | 
blonkets, etc., by ward and department— 
eliminate unnecessary loss and misuse 


\ 
of uniforms and other wearables 

Ask your ‘ 
2s Cash's Names ore economical, 
__ Dept. Store 
or write us your 
requirements - 


\ 
permanent—the name is WOVEN 


into the tape; won't run or fade; 


sanitary because they stand boiling 
And they're easy to attach with 
thread or Cash's NO-SO Boilproof 
Cement (25¢ a tube). 


| 

| 

last as long as the articles they mark; 
| 


Personal Name Prices 
12 doz. $3.50 9 doz. $3.00 
6 dor. 240 3 doz 1.80 


So. Norwalk 12, Conn. 


or 
6208 So. Gramercy Pi., 
Los Angeles 44, Calif. 





WOVEN NAMES 
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There is only one way to get glasses clean... Blakeslee 
triple-brush action cleans two glasses at a time— 


inside and out ... Scrubs and polishes in one easy 


operation. After washing, the glasses are subjected to 
a “‘timed”’ 180° or over final rinse spray. 


Medical authorities state 
* that germ laden lipstick on 
glasses is the source of communi 


cating innumerable diseases. 


BLAKESLEE 


DISHWASHERS ° PEELERS bd MIXERS 


G. S$. BLAKESLEE & CO., Main Office: CICERO STA. CHICAGO 50 
NEW YORK, N.Y. TORONTO, ONT. 


Binee 188g 
/@KESLES 
\ ty, BUILT ee js 


Ks \) 
Saleen’ 


223 








on all floor materials. Four 
grades in all sizes give per 
fect results on all jobs. Sizes for 


and at low cost. Scientific 
100°; useful disc of top-quality 
cross - stranded steel fibers 
Brillo Floor Pads quickly scour. all machines 
clean, harden, and polish wax Grillo Mfg. Co., Inc., Bklyn. 1, N. Y. 


ust 
BRILLO 


SOLID-DISC STEEL WOOL 


FLOOR PADS 


Send for helpful 
folder on 
low-cost 
floor upkeep 


_Hasce¢ Steel BEDSIDE TABLE 


BUILT FOR LIFETIME SERVICE 


Newly designed heavy duty type 
Bedside Table. Fabricated of first 
grade furniture steel, rigidity re- 
inforced at ali strategic points 
completely sound deadened. With 
@ double wa drawer front 
mounted on easy running chan 
nel, equipped with safety stop 
Louvres in back of cabinet 
Storage compartment has a re- 
movable heavy duty shelf. Dou- 
ble wall door mounted on con- 
cealed hinges with positive 
Chrome plated thumb latch 
Towel Bar and 2° easy swiveling 
composition casters. 33'° high — 
T is 16° x 20 
o F 4 Walnut Brown 

or White Enamel L 


Other Fiat Finishes available. 


MAI255—With Moulded Rubber Top $27.50 
MAI256—With Stainiess Steel Top $30.25 
MAI257—With Abuse-Proof Plastic Top $30.25 


WRITE Fore | SERVING HOSPIT. d 

COM Oe ALS FOR OVER 25 YEARS 
AL 

cat - Nor a Y 


PAOLO >> aero 0 


° 
s 
wv 
EN 
Pv PLies EY 


AND SU 


spectFICAr,, 
FOR ITS pyT\t? 


Only Marvin-Neitzel can give you 
*Flexsleev—the patented construc- 
tion for nurses’ uniforms that pro- 
motes freedom of action, better 
appearance and longer wear. 
Marvin - Neitzel, also exclusively, 
offers the patented combination 
Student Nurse Uniform. Marvin- 
Neitzel recently introduced color for 
personnel identification. And now 
again, Marvin-Neitzel has taken 
the lead—with the Helen Cookman 
designed operating room clothing. 


* 
rvin 
And remember, only pre- 
CORP. tested fabrics are used 


eitzel Marvin-Neitzel. 


Teor Miw rose 




















WINDOW SHADES 


That Last Longer 


Supertex Shades are made only for institutional 
use—Hospitals, Schools, etc. Made of a special 
long stable cotton duck, vat dyed — not paint 
dipped. Supertex fabric stands use and abuse 
three or four times longer than ordinary shades. 
They cost a little more—they're worth a lot more. 


SINGLE OR DOUBLE 


Supertex Shades are esid cengiate 
with rollers and fittings for top 
mounting; bottom mounting; center 
mounting (illustrated) to pull up and 
down. Meet every “shading” need. 


Most good supply houses 
can furnish Supertex 
shades, if yours does not, 
write direct for quotations 
—giving window size and 
number. 


BECKLEY-CARDY CO. 


1630 Indiana Ave., Chicago 16, Ill. 


LIGHTPROOF 
SHADES 
To completely darken 
X-ray rooms, Labora- 


tories, etc. Write your 
needs. 
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Easier on Doctors Eyes HOSPITAL | 
CLARK TESTED 


OPERATING ROOM GLASSWARE ~ 
GREEN 


¢ Sheets—Lap, Gyne 
e Surgeons’, Nurses’ Gowns 


¢ Towels, Gloves, ete. 


Write for Descriptive Circular f Y Sold through 


Giving Full Details ethical supply houses only 


A catalog of MERTEX glassware will be 
MHi4-49 sent to you upon request. 


CLARK LIVEN & EQUIPMENT C0. MERCER GLASS WORKS, INC. 


303 W. Monroe St. + Est. 1898 + Chicago 6, Hl. 725 Broadway, New York 3, N. Y. 


Surgical « Laboratory « Scientific Apparatus 
General Supplies 











Pe yond er + aaa 
~ Superior- Quality aes Wringe? mews wnen 
EASY CHAIR Ke 


| Institutions re-order 





more wringers the 
minute they see 
first sample 


Has a Back 
That is 


ADJUSTABLE 
10 3 
POSITIONS ! 


NO. 1012 


$3423 


£08. PCH That’s only part of the 
A ‘ onall W-built char te of sele 1 hardwood, especiall : “MOP WRINGER NEWS” 
nen pu maily we yuiit chair made of se — ardwond, € pecia v . - * 
for hospital service. Its back can t t to three different positions, by bs made by GEERPRES 


means of a simple, fool-proof ratchet arrangement that is hidden from 


view, vet easily access ible. Furnished with long-lasting. comfortable, To get the reasons back of this story—why 


loose reversible cushions for seat and back homespun Grade No. 1 
ee — Rabe tees . ie ees ° : GEERPRES makes floor cleaning so much 


factory choiwe fabric covering. Overall width 26°, depth 34°; metal 
ushion glides: walnut or maple finish. Immediate dehyvery on mor? ” easier, more effective and lower in cost— 


$12.5 


Matching Ottoman, 18° high, available for later delivery 2.50 write for a catalog and price list, pick the 


My 
F.O.B., Pittsburgh. Place order now 
e wi size you want and order one. One look ata 


d 4 GEER PRES and you'll see the difference, too. 


436 Single Tank Unit Ask for Catalog #946 


ICHENLA B Dormitory Furniture ? 
E For Better LAUI S$ Phase me al GEERPRES WRINGER, INC. 


i Ser TReEt sence specite ons of co rlete e 
ms —s posed oa — aes pectheation f mplete lin Manufacturers of High Grade Mopping Equipment 


P. O. BOX 658 MUSKEGON, MICH. 














available for prompt delivery. 
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STANDARD OR INDICATOR 


Stocked by most hospital supply 
houses. Conveniently packaged 
... available different mesh sizes. 


A Product of 


Dewey and Almy Chemical Company 


CAMBRIDGE 40, MASSACHUSETTS 


ano THEY ARE MARKED FOREVER 


This superior indelible ink cannot fail... 
it lasts as long as the cloth on which 

it is used. Works equally well with 
stencil, pen, or Applegate marker. 


Also available: Applegate XANNO 
long lasting ink which does not 
require heat, and linen 
markers to meet 
your require- 
ments. 


ESTABLISHED 
IN 1898 


APPLEGATE 
\\CHEMICAL COMPARY CHEMICAL COMPANY || 


5632 HARPER AVE 





EXACT 
STERILIZATION 


FOR POSITIVE 4 


STERILIZATION 
STEAM-CLOX are the on/y con- 


ATI trols that determine definitely, 
STEAM: Time, Steam, Temperature, indi- 
“CLOX cating the success or failure of 

a your sterilizing technique. You 
ee know, positively, if every pack is 
absolutely sterile. STEAM- 

CLOX are automatic, certain. Ab- 

solutely will not react to dry heat 





STEAM-CLOX record 


sterilization in un- FREE 


mistakable color 


changes. DEMONSTRATION 





SUPPLY 


STEAM-CLOX make your hospital error-proof in this 
vital department, and at a cost of only 2'%c per pack 
Write today for ample free supply for proving tn your 
own autoclave. See for yourself why so many hospitals 
use STEAM-CLOX. 


ASEPTIC-THERMO INDICATOR COMPANY 
Dept. 2, 5000 W. Jefferson Bivd., Los Angeles 16, Calif. 


(STEAM: CLOX 











SWEDISH SURGICAL INSTRUMENTS 
OF STAINLESS STEEL 


---for those who want 
the finest! 


They will sharpen your appreciation of in- 
strument quclity. value and performance. . . 
Made of the finest SWEDISH STAINLESS 
STEEL by Mastercraftsmen, long experienced 


in the art of making fine precision instruments. 


MORE ECONOMICAL TO USE 
MOST ECONOMICAL TO BUY 


LONG LIFE—WEAR-RESISTING 
* 


Write for Price List. 


BROLI INSTRUMENTS, INC. 
175 Fifth Ave.. New York 10. N. Y. Telephone GRamercy 7-1450 








Ras CHICAGO 37, iLL. 
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PATIENT— DOCTOR — NURSE 
All Benefit 


for FOOD SERVICE EQUIPMENT 


The big, block-long DON BUILDING is more and more 
becoming the shopping headquarters of the country for 
food service equipment and supplies. DON has the facil- 
ities to serve your needs better and faster. The efficient 
office force — the 720-foot RECEIVING DOCK, largest of 
its kind in the industry. The DON EXHIBITION HALL 
offers the opportunity to feel, inspect and have demon- a 
strated whatever you want to buy. INVALID BED 

DON regularly sells 50,000 items, such as glassware, Combines the comfort and convenience of a home bed with 
chinaware, pots, pans, ranges, furniture, kitchen utensils, 
bar supplies, fountain supplies, janitorial and sanitation 
supplies. On every item, SATISFACTION GUARANTEED Low 18 inches for ease in getting in or out, with smooth- 
OR MONEY BACK. DON has just about everything neces ly operating center crank to raise bottom to regular 27 
sary for successful operation of Hotels, Clubs, Institutions height. Easy turning handles for adjustable Gatch bottom save 
Hospitals, Schools, Restaurants, Resorts, Fountains and 

’ ‘ n exertion in regulating comfortable back and leg positions with 

wherever people eat, sleep, drink or play 

Witch: doc Gin sebmeieiiel eulaas tn: anaes tana of Min the least disturbance to the patient. For detailed information 
DON NEWS. It's FREE. Write DON any time for anything on this and other hospital furniture, write 
you need. Contact your DON salesman. In Chicago, > By : 
Phone CAlumet 5-130. FRANK A. TALL & SONS 








modern hospital requirements 


inch 


Since 18258 


200 Madison Avenue. New York 16. N.% 
EDWARD & COMPANY Factories at 120 Baxter Street. New York and Southfields, N.Y. 
BE Ds WEAR LONGEST - GIy BEST SERN 1cr 


2201 S. La Salle Street Dept. 14 Chicago 16, Ill. sis 


NURSING BOTTLES Buy your 


Now Cleaned by Glass Washer 


Washes Davol, Evenflo, = 
Hygeia Nursing Bottles \ = 


The Lusterizer with special bottle 
brush thoroughly washes all standard 
types of nursing bottles with one 


quick machine operation, taking only s 
i few seconds. The brush illustrated 
with 2 rubber squeegees revolves in 
side the bottle, scrubs, polishes and 
—_—— en teeneneeel 


rinses, removes all milk film. Three 
rotating external brushes simultane 


ously wash and rinse outside of bottle 
Lesterizer mms owe KENWOOD MILLS 
GLASSES PER HOUR 


The Lusterizer is unexcelled for all 
Portable drinking and table glasses. One girl e See your Kenwood representative 
turns out 700 to 800 per hour, crys 
. . tal clear without toweling. Removes or send direct for swatches, prices and 
Fits any sink lipstick and dull film. Saves hot ¥P 
water and washing compound, re 
duces breakage up to 75 No extra 


complete information. 


plumbing needed 


KENWOOD MILLS 


Contract Department 

RENSSELAER, NEW YORK 

Gentlemen: Please send me complete information, 
prices and swatches, on blankets for hospital use. 


SEND FORCATALOG , 


Gives full informa 
tiononmodernsani 
tary washing meth 
ods for glasses and 
nursing bottles 
Many hospitals are 
LUSTBRIZER using Lusterizers 
write today for cat 
alog and prices. 


Hospital 
Address 
City 


Administrator 


im OLSON 
CLASS WASHER 


— ame aun ame ens aun am of 


OLSON MFG. CO, 


610 SOUTH BROADWAY, ALBERT LEA, MINNESOTA 


r 
| 
| 
! 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
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with the Cotton Balls 
you are now using— 







do they have long fibres? 


The extra long fibres of J &J Cotton 








Balls assure greater firmness, 


compactness . . . high absorbency. 


do they have few nibs? 
J &J Cotton Balls are particularly 
free of nibs...more uniform 


in texture ...do not shed fibres. 


do they hold their shape? 


J &J Cotton Balls retain their shape 


even after handling. 


do they retain whiteness after’ 
sterilization? 


J &J Cotton Balls remain pure white 


after sterilization. 


For better cotton balls, 


standardize on— 


~oo COTTON BALLS 








ACTUAL SIZES 
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Recordak Duo Microfilmer 


Vhe Recordak Duo Microfilmer 


exposes only half the width of 16 mm. 


new 


film at one time in microfilming records, 
thus tripling the image capacity per foot 
of film. Two tilm units, one with a 
reduction ratio of 35 to 1, the other 28 
to |, a 50 toot roll of 
Ihe film is run through the machine 
once half of the width, 
then reversed and run through to expose 
the half. The machine will 
automatically reverse 


use 16 mm. film. 


to expose one 
other new 
records, when de 
sired, so that both sides can be photo 
half the the 


film, the front and back images follow 


vraphed on one width of 


my One another. 

Vhe desk-type cabinet is streamlined, 
on a pedestal base, and constructed of 
heet steel finished in metallic gray, chro 
All corners are rounded 


with the 


repnuan trimmed. 
eliminated 
\n 
storage space for film supplies and auxil 
units is below the receiving 
hopper. Recordak Corp., Dept. MH. 
350 Madison Ave., New York 17. (Key 
No. 541) 


and retlections 


cull) gray 


Are 


linoleum top. enclosed 


lary film 


Syracuse China Patterns 


Four new patterns have been an 


Syracuse 
The 


scaled t 


neunced in China tor hospita 
| 


new china has | 


modern 


food service irge 


patterns, fabrics and 


floor co erings Colors are monochro 


or in bold contrasts, thus permitting 
the 


nate 


etlects when dining 
] | 
panne al 


aiversity of 


room's decorative scheme Is 


wound the china service. This ts in ling 
with modern thought in planning dining 
rooms in the hospital or nurses’ home. 


The Whitheld, 


flower 


Montrose and Colonia! 
the 


Graymere pattern is edged in gray with 


patterns have themes while 


a black and white design producing an 
The 


trays 


etlective result new designs help 


to make patients more attractive 
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and inviting and the fine Syracuse China 
is ol traditional quality and serviceability. 
Onondaga Pottery Co., Dept. MH, Syra- 
cuse, N.Y. (Key No. 542) 


Bedroom Living Room Unit 


The 
bination unit 
Hill-Rom — is 


nurses’ homes and personnel quarters 


new bedroom-living room com 
furniture announced by 


especially suitable — for 
It is designed to make personnel rooms 
attractive for living as well as sleeping. 
The combination unit consists of a com 
bed with innerspring 
and a bolster so that it will serve 
lounge during the day; a 
unit 


tortable mattress 
as a 
three-in-one 
che st 


combination consisting of a 


ol drawers, vanity table and desk with 


book 


shelt 


built-in convenient 
books, radio, clock and 
knicknacks. A fluo 


the front 
available ° 


shelves, and a 
wall lor 
other necessities or 
rescent lighting fixture under 

I gre ol the shelf 

The chest-vanity-desk unit is finished 
on all four sides so that it can be placed 
the 


arrange ments 


] 
Is also 


in any desired) position in room, 


thus making many pos 


It has a stainless steel base 
to the 


sible. to pre 


vent damage wood and a handy 
storage compartment with a hinged top 
removable tray. Hill-Rom 
Company, Dept. MH, Batesville, Ind. 


(Key No. 543) 


and inside 


Bantam Demineralizer 


| he 


! 
eralizer 


Demin 
the 
suitable 


new Barnstead Bantam 


has more than double ca 


pacity of earlier models. It is 


for either bench or wall mounting and 
is furnished complete with removable 


closely-adjustable water 


and a drain 


pedestal, con 


trol valve valve to empty 


cartridge betore removal tor replacing. 

The 
new high capacity cartridge containing 
both 


proved effectiveness. 


renewable cartridge unit has a 


and anion resins of 
Other 


positive-acting 


cation im 
features ol 
the unit are a indicator 
to show when to change cartridges and 
a built-in adjust the in 


regulator to 


dicator for exact voltage. Pure rubber 
tubing for delivery ot the demineralized 
a flexible 4 pape 
fittings connection 
piping Flow 
is > to & gallons per hour. The 
Barnstead Still & Sterilizer Co., Dept. 
MH, 150 Lanesville Terrace, Forest 


Hills, Boston 31, Mass. (Key No. 544) 


water and toot copper 
with 
to 


rate 


for permanent 


water are supplied. 


Wide Field Microscopes 


Bausch & Lomb has developed a new 
line of slereoscopic wide held microscopes 
adapted for examination in biology, med 
fields, with 


meet each specit 


icine and other a model to 


need. Besides afford 
ny remarkable ce pth ol perce puion, these 
held of 


6.6 


MuIcrOscOpes have a wide view 


and a range of powers trom to 150 


diameters 
The 


models that can be 


new series consists of 15) basi 
interchanged into 58 
different combinations. All eyepieces and 
objectives are of new design and the 
microscopes are equipped with diffusing 
dises of black and white that provide 


All 


dustproot 


background contrast models have 


high eyepoint, hosepiece, 
sealed-in. prisms and sturdy mechanical 
and are finished in a neutral 


that 


construction 


] 


vray cnamel IS attractive and Casy 


to keep clean. Bausch & Lomb Optical 
Co., Dept. MH, 635 St. Paul St., Roches- 
ter 2, N.Y. (Key No. 545) 
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Cold Pack Service 





ind effort in the 


] 


lime preparation 


bags can be eliminated by use 


\-Bay Serv 
which 


or ice 
the Free? 


LJ 
rupber 


ice. Bays of vul 


contam a 


sealed, the rape utically 


canized perma 


nently cool 


sale, 
ing liquid are placed in_ the 


| 15 degrees | 


Ireezer 
The 


Ireez 


where they coo to 


! 
bays remain soft and pliant after 


ire therefore more easily ap 


ind more comfortable tor the pa 


Three sizes of bags are provided to 


handle rious 
The tree Zing 


Freez-A-Bags, 1s 


fully nsu ited It will 


cold pack applications. 
1 
designed especially 


for 


and 


unit, 


we constructed 
i) 


accommodate 42 


issorted size bags and detrosts in 
mit American Hospital Supply 
Corp., Dept. MH, Evanston, Ill. (Key 


No. 546) 


Junior Oxygen Tent 


inior Thermal-Ox 
use with 


Constructed otf hea 


OEM 


the 


Tent has a specially 


in one unit, 


tor pre-set OX) 
temperature is 
ible ice 


The 


inches. 


irel 


door tent 


The 
line of tents tor 
ill aves offers company. Oxygen 
Equipment Mfg. Corp., Dept. MH, 405 
E. 62nd St... New York 21. (Key No. 
547) 


Slide Viewer 


rool r 


is theretore esp 


Address manufacturers for further 








cupies less than 10 by 12 inches ot desk 


or table space. It holds 75 cardboard 


slides or 30 double-glass slides and pro 
jects a brilliant, detailed image on a 
The viewer incor 


. = ' 
by inch screen 


porates slide changer and 
screen in one unit. Eastman Kodak Co., 


Dept. MH, Rochester 4, N.Y. (Key No. 
548) 


proyector, 


Even-Ray Heating 


Ihe Eve Coil 


ce veloped to provide 


Mat 


etlective 


n-Ray has been 
circula 
tion tor radiant heating systems. Coils 


nm mat torm are installed with a mini 
ind effort and provide 
heat. Mats are 
measurements to 


held 


mum of time 


even distribution of ma 


chine formed to exact 


suit the needs and the coils are 


In position by 
The 


nectors 


spec al 


spreaders tor shipment 


spreaders or spacers act as con 
and a 
floor 


the 


for ceiling installations 


spreader is furnished tor 


installation which holds the coils at 


proper ion while concrete 1 
poured 

give an 
This ts 


inding 


The corls i designed to 


even output infra-red rays. 


ished method of w 


iccomy 
which 


the 


ly position with 
Made 
tempered copper tub 
coil ts rigid and easy 
to handle installing. The Even- 
Ray Co., Inc., Dept. MH, 879 Broad 
way, Newark 4, N. J. (Key No. 549) 


ilternates the SUD] 
return for a balanced 


hard 


the Even-Ray 


output. 
ot Type | 
ing, 


when 


Domeboro Powder Containers 


the 

Burow’s Solution, 1s now avat 
Metal 

modern design carry the prod 

For the 

solutions, 

Donn 


carry 


Domeboro Powder, tor prepara 


m ot 


ible in two new packages con 


tamers ot 


tin | and 35 pound units 


preparation of wet dressing 


the powder iS NOW i\ ulable m 


Packets, each 
lated dose rt 


Dome 


contents ol One 


| ibs Powder 

i ! 

\ caicu 
powder 
The 
poured nto a 

} 


provides a 


the 


JYomeboro equal to one 


Lablet 


oro 


packet, pint of ordinary 


Water wet dressing solu 
necessity ol measur 
ing the powder. Dome Chemicals, Inc., 
Dept. MH, 250 E. 43rd St., New York 


17. (Key No. 550) 


tion without 


Steam Tables 


Twelve models of standard steam 
| 


tables for gas or electric heat are available 


in the new line developed by Blickman 


These improved steam tables are con 
structed tor long service lite and max 
available with 


open and closed bases with rigid 


imum sanitation. They are 
welded 
understructure to give strength and sta 
bility. 

\ll 


steel tops and coy 


stainless 
with 


tables in the line have 


ers, inset covers 
beaded ladle cutout, seamless, crevice-free 
surfaces, reenforced top openings, hard 
wood carving board, strong stainless steel 


top construction with underneath brac 


ing, heavy copper water pan, Duco finish 
on bases and flanged teet on all open base 
Electric the 
duty immersion type with 
switch box the front apron of the 
table at the right. S. Blickman, Inc., 
Dept. MH, Weehawken, N. J. (Key No. 


551) 


tables. heating units are 
built-in, heavy 


on 


Rhythm Touch Typewriter 


The 
Model 


nounced by 


1 de 


recently an 


Rhythm Pouch | uXe 


typewriter 


new 
standard 
finished in 


i ; I! 
features a tull 10 


Underwood ts 
Underwood vray and 
width 
Other 
eatures of the new machine include a 
1 back | 


enclosed na 
design resulting in 


inch writing line with standard 


carriage and a removable cylinder 


completely machine 


other refinements of 


' 
quieter and easier operation, drop line 
lever t 


speed and 


ind 


pace or case, rcuracy 


return; new deeper paper 


vutce 
' 
dec PIN 


Carriage 


tabl } 1] } } 
Labdic ind larger itera paper 


newly engineered cylinder knobs, 


led tor easier finger yrip: 
ly { 


Ic KNOT 


threac 


1 | 
riabie spacer plast or easier 
ning: selt-locking 


nd more accurate ilig 


visible tront margin stops located just 


touch 
Key tops, 


' ! , | 
the kevboard; dua tuning, 


ADOVE 


nd Finger Form plastic con 


cave and Underwood Corpora- 
tion, Dept. MH, | Park Ave., New York 


16. (Key No. 552) 
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Dishwashing Machine 
I he ‘LB Jackson dish 
washing machine is designed tor opera 
When installed the 
is flush 


new model 
tion in limited space 
the 


with the drain board, thus leaving the 


cover, Or ol machine 


top, 


drain board tree for other purposes and 


the machine's cover may be used for a 


work surface when the unit 1s not in use. 
a unit that can 
board 


24 inch 


Iwo styles are available 
led 


be installed in the present drain 


or a unit furnished in a standard 
abinet 

The new space-saving machine has all 
of the operating features of other Jackson 
dishwashers including the double-revoly 


ing wash system. Operation 1 


spray 
controlled by a single switch and the ma 
hine is designed tor diet kitchens, soda 
ountains and other lox ations wh re dish 
washing equipment is desired in limited 
space. The base, incorporating both wash 


reservoirs, 18 a solid one piece 


the 


ind rilis¢ 
and dishwashing compart 


} 


na 


casting 


ment are 1 stainless steel 
Jackson Dishwasher Co., Dept. MH, 3703 
E. 93rd St., Cleveland 15, Ohio. (Key 


No. 553) 


cover 


Patient Radio 


[he new Dahlberg Hospital Radio has 
been developed specitically 
se. It 
bed within easy reach of the patient but 
The 


le 


tor hospital 
is designed tor mounting on the 
service 


the way ot 


«ed mounting saves 


ol 


nursing 


space on beds 


tables and stands and eliminates the pos 
] 7 
being accidentally 


[he 


no loud speaker but employs a dynamic 


the radio 
Hoor 


ibility of 


knocked onto the radio has 


type pillow which ensures indi 


speaner 
t . 
without disturbing 
The ¢ 
" 


reultl gives clear 


idual reception 


other patients tube superhet 


rece} 
ies 


nstalled at no cost to 


™~ 


\ 
‘a. 


for patient 
ten cents per hour 


to patients when 


tlable 
Vol. 72, No. 4, April 1949 


Address manufacturers for further 


desired at a small cost, without extra 
effort on the part ol hospital personnel 
and without disturbing other patients or 
personnel. At the the unit 
provides a source ot revenue to the hos 
pital under the arrangements at time of 
installation. Dahlberg Sales Co., Dept. 
MH, 2730 W. Lake St., Minneapolis 16, 


Minn. (Key No. 554) 


same time 


Latex Pillow 


\ new Restioam pillow, made entirely 


of latex has recently been an 


nounced. The new pillow combines the 
with the buoy 


foam, 
resiliency of latex foam 
ancy of air, thus giving natural support 
to the head. It keeps its shape, is light 
and cool and non-allergenic. Hewitt 
Restfoam Div., Hewitt-Robins Inc., Dept. 
MH, Buffalo 5, N.Y. (Key No. 555) 


Steamer Baskets 


\ newly designed, round corner 
steamer basket has been developed 


Steam -Chet 


for 


] 
with steam COOKEeTS,. \ 


use 


y 


«, 


drawn, seamless container of 
the basket new 
“Frostex” which 
resistant 
reactions of than 
earlier finishes. The new basket is avail 
ible in either solid or perforated style, 


One prece 


stainless steel, has a 


satin finish known as 


is durable and said to be more 


to chemical toods 


nm Various siZes and shape sS, and IS Casy 
to clean. The Cleveland Range Co., 
Dept. MH, 3333 Lakeside Ave., Cleve- 
land 14, Ohio. (Key No. 556) 


Drain Interceptor 


Fragments of solids present in waste 
Water can collected 
Crain lines through the new solids inter 


be before entering 


ceptor recently announced. Two per 
ivrated metal strainers intercept the solids 
in the waste water as it passes through 
the interceptor body, the first strainer col 
lecting the larger fragments and the sec 
ond completing the interception of all 
solids. Solids drop to the bottom of the 
sediment container the 


directed upward to the outlet. The im- 


and water 1s 
pervious, non-metallic cover is easily re 
moved by unlocking a cover clamp and 
the container is readily lifted 
out for cleaning. J. A. Zurn Mfg. Co., 
Dept. MH, Erie, Pa. (Key No. 557) 


sediment 


Aerosol Therapy Assembly 


Che Puritan Portable Vaponetrin PNP 


Assembly is a recently announced unit 
for aerosol therapy equipment. Consist 
ing > cylinder oxygen, 
single-stage pressure-reducing regulator 
and a Vaponetrin PNP unit, the assem 


bly is well adapted for hospital and clini 


ot a SIZE ol 


use in serving Numerous patients because 
of its easy portability—the total weight 


is approximately 22 pounds—and min 


imum equipment investment, 
lor a sim 


ot certain 


The assembly is designed 
plihed technic in treatment 
respiratory conditions with water-soluble 
aerosolized antibiotics. Positive and nega 
tive pressures are introduced into the 
nebulizer by application of the thumb to 
the opening of the Venturi tube. Puritan 
Compressed Gas Corp., Dept. MH, 2012 
Grand Ave., Kansas City 8, Mo, (Key 


No, 558) 


Full Line of Floor Machines 


floor machines have been 
ot Clarke Floor Main 


machines, de 


Three new 
added to the 

F them five 
signed to meet every floor maintenance 
The machines include 


inch 15 


| 
Ine 
tuiners giving 


need. three new 
a 13 


inch and a 


model, a 
23 inch size. These supple 
and 12 inch brush diameter 


diameter brush 
ment the 17 
models already available 

The Maintainers is ce 
signed and tabricated for hard usage and 
They are to 


line of Floor 


easy 
Heavy 


dependable service. 


operate, quiet and economical. 


duty repulsion-‘nduction motors, gear 
cases and drive bearings are designed for 
efhicient any maintenance 
work whether scrubbing, waxing, polish 


ing, steel wooling, disc sanding or rug 


service on 


shampooing and attachments are avail 
all floor 
hinger-tip 
by either 
handles are 
able on all models. The 
a low over all he ight and are finished in 
polished aluminum. Clarke Sanding Ma- 
chine Co., Dept. MH, Muskegon, Mich. 
(Key No. 559) 


of these maintenance 


The 


controlled 


able for 
satety 
both 


avail 


problems action 


switch is or 
hands and adjustable 
machines have 
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Awning-Type Wood Window reduces tendency t 1 out and Reach-In Reirigerator 


the distance between the crosslimb and P : : 
\ patented mechanism which lowers |; “err oar er : The SC30 ts a new 30 cubic foot 
P the mftlatabdle balloon permits move j ‘ 
ent trom the 14 ' 1) , reach-in retrigerator available with Ther 
ment of the abdominal wall. It ts avail og : ; 
l > 1 mMmopane Tlass door tronts and equippec 
ble in sizes 12, 14, 16, 18 and 20. I 5 Asis, 59" 2, 


The Richard B. Cattell T Tube has a 


neh crossbar, one end of which can 


with blower coil; with solid door tronts 








and equipped with blower coil, or with 


; solid doors with ice-cube maker. Exterior 
be cut shorter if indicated. The tube 
: finish of all models is polished stainless 
is designed for use in cases of benign 
1 1 . steel with interior finish ot stainless 
strictures fibrosis ot the ampulla ot . . 
steel and aluminum 
Vater, recurrent common duct stone and , 
' : The models with Thermopane glass 
malignancy of the extrabiliary ducts. It ‘ 
is supplied in sizes 14, 16, 18, 20 and 


Davol Rubber Co., Dept. MH, Provi- 
dence 2, R.I. (Key No. 562) 


doors attord wide interior visibility. The 
solid door models have a special Vapor 
proofing construction to withstand ex 
cessive kitchen heat and to operate at 
minimum cost Il styles are equipped 
? with adjustable shelves and modern 
Silex Coffee Maker streamlined hardware. The all rounded 


| . 
, , , { y . 
maker has a nterior corners tacilitate cleanings The 
r. selt-center retrigeration system 1S engineered for 
moist air control with an automat de 


frosting coil. Jordon Refrigerator Co., 
faster and Inc., Dept. MH, 58th & Grays Ave., 
He d Philadelphia 43, Pa. (Key No. 565) 


spechally ce 


creates i 


and an en 


ind StaIniess 

implity pour 
Is at Bedside Cabinet 

s des vned . P . . P 
Lhe bedside cabinet designed by Hos 
i operation, ad 
The handle 


] 
nad replaces 


al Furniture, [nx A has push buttons 
; for opening both the drawer and the 


; ; = bottom compartment, thus making 1 
repiacin \ \ and the unt ¢ 


ide of Pyrex Brand glass. The Silex 
Company, Dept. MH, Hartford 2, Conn. 
(Key No. 563) 


easier for the patient to open them 

The drawer o swings out toward 
the patient asier accessibility 

Other item » this new line of tur 

ire include a dresser with standard 

; rawers without drop leaves, with 

Refrigerator Base tandard drawers and a drop leat at 

end which provides additional 

space tor setting Howers, also with a 

desk drawer insert to make it serve both 

desk; a combination 

ind desk unit; a 

and an overchai 

nt furniture is ol wood 

ht ( uy. Super-Vent Co., aa ale! Pe Ey construction ith top surtace ot 

Yept. MH, 905 W. North Ave., Chicago, dics d for use with Walnut and interior plies of solid hard 


2. (Key No. 569) ' viata” a ) in floor ™ orners and leg bracings are re 
Wy with steel and drawers move 





re 
runs. The surtaces 


¢ a 5 
guired Dillen- asi ) Formica rt 


Q-Tips Package Lilly Co., Inc., Dept. MH, 515 New York 76 treated with: a spectal - 
Stamnprool ane burn resistant « 


Bldg., St. Paul 1, Minn. (Key No. 564) limi: 


rniture can be obtained in. nat 


lac quer that 


Potato Peeler Accessory 


Potato Peeler is now 


The Seamless Rubber Co., 
Dept. MH, New Haven 3, Conn. (Key 
No. 561) 


new ‘ p designed 


the ull wt when 


Surgical Tubes designed to th the 


chine The Peelmaster, 


ipacity of IS pounds ot 


pnute, gs table height 
duty tluminum 

Wl ise whe n used M ith rat Wwain 

he new top as a table. Service Appli- finish. Hospital Furniture, Inc., Dept. 

ance Corp., Dept. MH, 227 W. 13th MH, 936 N. Michigan Ave., Chicago 


St.. New York Il. (Key No. 565) il. Key No. 567) 


ul, mahogany or champagne 
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Nursing Bottle Washer 
The 


available 


Lusterizer glass washer is now 


1 
i model 


in especially designed 
tor washing nursing bottles. The regular 
center brush of the Lusterizer is removed 
and replaced with a special nursing bottle 
brush designed to wash all standard types 
of nursing bottles with one quick ma 
chine operation. The special brush, with 
two rubber squeepees, re volve Ss inside the 
wttle, removing all milk film while three 
rotating external brushes simultaneously 
wash and rinse the outside ot the bottle 


Ihe 


rinsed all in one quick operation, 


bottle is scrubbed, polished and 


Che Lusterizer is portable, designed to 
installed without 
ball 


fit any sink, and 


Is 


extra plumbing. Its bearing motor 
requires no lubricating and it operates 
on 110) volt, 60° cycle, AC Olson 
Mfg. Co., Dept. MH, Albert Lea, Minn. 


(Key No. 568) 


Model 110 Freezer 


the 
to 


Small hospitals will find new 


Model 110 


needs. “The 


answer thei 


streamlined, 10 


Ireezer an 


cubic toot 


ipacity freezer has an easy to reach tem 


perature control and a new evlinder typ 


] " 
1OCK 


built-in on the latch. Other features 


include built-in) temperature indicator, 
' 
on all four corners t 


lid 
the 


hardware over-a 


oO 


veling gliders 


the cabinet, opening lor e@asy 


all freezer 


I. The 


inches high and is built of 


iccesstbility foods in 


nal 
na 


chrome 
reezer 1s 3! 
teel, electrically welded, finished in 
white duPont Dulux enamel. Amana 
Society, Dept. MH, Amana, Iowa. (Key 


No. 569) 


Budgetary Accounting Machine 
he \c 


counting faster, 


Budgetary 


new Burroughs 
Machine 1s designed tor 
ler operation 


n budgetary account 


The 


records 


m 
t 


ind reporting. machine 1s. set 
to produce all necessary tor 


budgetary control and to produce them 


simply and at hig speed, Automatic 


bal 


ol 


include totals-to-date and 


proot totals; line-lock  proot 


printing of dates and ciphers, 


lly automatic carriage. 
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The simple keyboard has few motor 
bars and distinctive symbol keys for 
controlling and identifying each kind of 
The keyboard slope, gen 
erous key spacing and light key action 


transaction. 


help the operator to handle figures rap 
idly and the automatic action simplifies 
operation. Burroughs Adding Machine 
Co., Dept. MH, Detroit 32, Mich. (Key 
No. 570) 


Antiseptic Liquid Surgical Soap 


Midland Antiseptic 
Soap contains G-I1, the product: which 


Liquid Surgical 


has proved eflective in reducing the bac 
terial population of the skin. The ant 


SC plc ingredient, it 1S said, remains 


bactericidal in soap and in relatively 


strony alkalies, 1s virtually odorless, does 


not stain, has a definite bactericidal ac 
tion on pathogenic bacteria, is not toxi 
or irritating to the skin and does not cause 


The Midland Antu 


Liquid Surgical Soap containing 


sensitization, new 
Se ptr 
this ingredient is especially designed tor 
use in hospital scrub-up rooms and to 
meet all the requirements for such use. 


Midland Laboratories, Dept. MH, Du- 
buque, Iowa. (Key No. 571) 


Small Size Vacuum Cleaner 


Tornado Vacuum 


The Model 101] 


Cleaner is a small size unit built to large 


new 


standards of durability and performance 
The 


lubricating ball bearing 


h.p. motor is mounted on selt 
and the ma 
chine develops a strong suction with a 
waterlift of 47 inches. 

Especially designed to combine power 
with easy portability and handling, th: 
motor in the new model is completely 
enclosed and mounted within a strong. 
The 
the 

| 


tank is finished in baked-on enamel and 


durable, burnished aluminum top. 


machine is quiet in operation and 
is mounted on a polished cast aluminum 
base equipped with 4 large, easy rolling 
casters. Breuer Electric Mfg. Co., Dept. 
MH, 5100 Ravenswood Ave., Chicago 


40. (Key No. 572) 


Multiple Outlet Reel 


\ multiple 
climinates the possibility of overloading 
lines is available in the Multiple Outlet 
Reel. The 
having the outlet at exactly the required 


1 


electrical outlet) which 


Cordomat convenience ot 
location is possible since the unit pro 
10 0 


cord which winds automatically onto a 


vides either or feet of extension 


reel when not in use. The cone-shaped 
top 


p ot 


accommoda 


multiple outlet is mounted on 
the 
tions for as many as six electric plugs. 
Vacuum Cleaner Corp. of America, 
Dept. MH, 1724 W. Indiana Ave., Phila- 


delphia 32, Pa. (Key No. 573) 


reel case and affords 


Window Hardware 


New locking hardware has been de 


signed for Lupton Architectural Pro 


Locking Handle No. 3010. 
For open-out ventilators. 


Locking Handle No. 3011. 
For open-in ventilators within reach from 
floor. 


jected Metal Windows. The new locking 
handle tor openan ventilators has latch 
and keeper concealed within the meeting 
rail. The new locking handle for open 
out ventilators is designed for operation 
by hand or by window pole. Venulators 
are locked or unlocked with a slight turn 
of the new handle which is designed for 
comlortable grip and attractive appear 
It is made of solid bronze tor long, 
trouble-free operation. Michael Flynn 
Mfg. Co., Dept. MH, 700 E. Godfrey 
Ave., Philadelphia 20, Pa. (Key No. 
574) 


ance 


Fissured Mineral Tile 


ol a new 
It is 


with a 


“Fissuretone’” is the name 


coustical fissured Mineral Tile. an 
tile 


fissured surface which 


incombustible, rockwool 
travertine-like 


supplied with a factory-applied coat of 


1s 


off-white paint finish with efthcient light 
reflecting properties. The new tile was 
developed to provide a tunctionally eth 
cient acoustical ceiling which would at 
the same time have a new design adapt 
traditional architecture and in 


ible to 


teriors as well as to modern decorative 
schemes. The Celotex Corp., Dept. MH, 
120 S. La Salle St., Chicago 3. (Key No. 


575) 


Safety Drinking Tube 


Drinking tubes which can be sterilized 
by boiling, yet are seamless, shatterproot, 
tough and flexible, are now available. 
Known as the Aeroflex Safety Hospital 
Drinking Tube, the new item is made ot 
high a plastic ma 


temperature 
terial which odorless and 
when 


acrylic, 
IS NON-TOXIC, 
tasteless. Since it does not break 
dropped and can be sterilized tor reuse, 
the new drinking tube offers economies 
in general use. Anchor Plastics Com- 
pany, Dept. MH, 533 Canal St., New 


York 13. (Key No. 576) 
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Pharmaceuticals 
Hepasolan Solution 


Merck Prescription Bottles 


Ihe 


DOLLIC Ie 


new Merck unitorm prescrip 


} 
iture permanent, lused s 
| pasolan is a crude liver concentrate 
that will not stain or tade. 


The ne 
ude only the chemicals used most 
, pV Im patients su 
the bot 4 


ana tied primarily for intravenous ther 
freq ently in prescriptions ind fering trom cirrhosis 
| in which an antidiuretic 
practical, hand grasp shape, are eM 

made of “Duraglas” and equipped with . a oo It is 
hitting plastic caps that can be ne treatment Of per 


he 


with ad 


© Hepasolan is supplied 
Abbott Laboratories, Dept. 
MH, North Chicago, Ill. (Key No. 581) 


wit i hall turn bottles 
, , mn 1als 
ily cleaned by Wiping 


inp 
t 


wit! 
ih 


iller label contain 


Inositol—C.S.C. 


weight ot the chem 


handling and I Ii 


Dhere of the ; 
ated) chet ally rlucose It is a 


j rod ] 
newly avaliable member 
n B complex 


ositol Ss go 


IL1O! and 1s closely 


DOLties ade? ¢ 

‘ rottles Merck & Co., 
Inc., Dept. MH, Rahway, N. J. (Key 
No. 


of twenty-five WU ¢ 
twelve ST | weet tasting crystalline pow 


wter, Which has 
} 


lependable 


reei\ solul nw 
IIpotropic 
t reducing 


cholesterol cholesteryl! 


Dose-A-Cup the presence of hyper 


mia. No ¢ 


dence of toxicity 


i ne 1 ed ino its use m clini 

il experiments. C.S.C. Pharmaceuti 
cals, Div. of Commercial Solvents Corp., 
Dept. MH, 17 E. 42nd St.. New York 


17. (Key No. 582) 


disposable r is a Antibason 
ntage ts use. Ruby Prod 
MH, 430 N. Water St.. 
(Key No. 578) 


ices Roche 


preparal 


ucts Co., Dept. 


Milwaukee 2, Wis. 


yperth yvroid 


Neo-Sponge Comfort Mat 
Nee 


ets in bottles ot 
ts. Roche-Organon 


(Key No. 


OOo t 


ible 


MH, Nutley, N. J. 


Inc., Dept. 
583) 


Laurium 


ny pto % leet I Amer 
ican Floor Products Co., Dept. MH, 
1526 M St. N. W., Washington 5, D. ¢ 
(Key No. 579) 


Ss supplied uu bottles of [0 
Whittier Laboratories, Div. 
Nutrition Research Laboratories, Dept. 


MH, Chicago 30. (Key No. 584) 


Resectors 


Sulfa Products 


these resecte American Cystoscope 
Makers, Inc., Dept. MH, 1241 Lafayette 
Ave.. New York 59. (Key No. 580) 
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nent of sultonamide susceptuble mites 


tions. It is supplied in pint bottles. 
Vhree Tablets, for 


" 
SPOT 


Sulfonamides, 
to that of the 


combine 


uses 


1 
above mentioned 
| 


sulfadiazine, sulfamer 


zine and sulfathiazole in a single tablet 


The Upjohn Co., Dept. MH, Kalamazoo 
99, Mich, (Key No. 585) 


product, 


Penicillin S-R 


SR ois designed tor early 
high and prolonged therapeutic levels. A 
| 


lial 
SOLUDIC 


Penicillin 


combination of and repository 


penicillin, this new product combines the 


1 11 1} ! 
speed ot absorption and high blood levels 


ae , 1 | 
ot soluble sodium penicillin plus the pro 


‘ . a8 
onged elfect of msoluble procamn pert 
1 tf | 


lin. Watt 


eentit 


iqueous diluent added, each 


eter contains 300.000 units 


1 


re 


" i" 
rystalline tine lin Gs 


100,000 crystalline 
in GG buflered Parke, 
Dept. MH, Detroit 32, Mich. 
586) 


pro. pen am 
sodium penicil 


Davis & Co., 
(Key No. 


units 


Estrotate 


bh strotate inew estrogen compound 


treatment of the menopausal 
syndrome and other estrogen deficiency 
\ combined 


tates estroyven progesterone 


stro 
This is indicated 


1 a) 
preparation S also available as 
te with Progesterone 

] 
threatened 


se in the treatment ot 


vabit ial ibortion, functional uterine 
ind hypogonadism and amen 
rrhea Lakeside Inc., 
Dept. MH, 1707 E. Mil 


waukee |, Wis. (Key 


bleeding 
Laboratories, 


North Ave., 
No. 587) 


Valprota 
protemm and car 
pal 
contam 
ntact protein with 
195 


mids and 


designed to 
in deficient nu 
onal Les plied n l 
Valentine Company, 


(Key 


and 


trot 


pound wottic 


Inc., Dept. MH, Richmond, Va. 
No. 588) 


Tresanoids 
resanoid e anti tt Ippos 


tor the tre 1 n I IS procto 


tories 
] ] 
conditions igned primarily 
discomfort md t¢ 
lresanoids contain 
phenyl-propano 
benzocaine, bis 
mmc oxide im a 

| \ } , 
Die DASE that dissolves 


tact. Sharp & Dohme, Inc., 
Philadelphia 1, Pa. (Key 


rapraly ) 
Dept. MH, 
No. 589) 
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Product Literature 


e lhe ditlerence between ethcient, 


an 


asily maintained laboratory that wall last 


years and a short-lived laboratory that 


lil ain 


de \e lop annoying de 
pointed booklet 


the Laboratory Equipment 
the Scient 


ost surely 


fictencies 1s out im a 
Dy 
bar 


faker s tion, 0 N 


Chicago 6 Entit! 


\pparatus 
W AC ke I 
ed “Preferable 


\ 


Drive 


Procedures in the Planning and Procure- 


ment of Laboratory Facilities,” the | 


wok 
Ss pharmacies, 

ind hurses 
nmended | 


inning 
16 


or 


a 


association for those | lab 


ratory tacilities and discusses 


der, ranging tr 


trathn 


cons 


nt things to 


nose. §s ind location to 


| COyn 


tylil ind cost, the personnel 


the 
iboratory and why each should 
led. No particular com 
commended 


lanning 


pany | 
1 the 


VC ATS h 


or proc 
an booklet 1s 


re and study 
1 help | 

ommiuttee to help hospita 
nistrators, ce nsultants, architects and 
cthic laboratory 


planning ent 


Tic The 


ation 


trot 


(Key No. 


booklet iwatlable 


ne 


590) 


without cost 


ISSO 


the 


problem ot 


story ol hypothet 
ind his 

ind floor 4 told in a 
d edition of the booklet, “Mr. Hig 

by Learned About Floor Safety the Hard 
Way.” 1 | Walter G.I evuc 


York 1 


that 


ire 


) the 
Park Ave ew 
| rt floors 
Mr 


on the floors in 


are 


101 


Higby’s 


the \ 
are son 


erTsa 


(Key 


wok le 


No. 


m new items as 


Coat iloy LP28 
sal 
ot “Laboratory Glass- 
Vycor brand 
an 

Pharm 

Work 


woratory 
Dept.. Corning Gla 


N. Y. (Key No. 592) 


+ } + lition t 1 booklet 
“Floors That Endure,” issued by 
the Pile-Tex Company, Ine., Chicago 


Heights, Il 


show ng the 


Included is a pamphlet 
lex 


olors available 


new 1949 “Tile color 


ne. ing the 
| 


practical, 


strat new 


this durable attractive 


ds 


Suggested patterns 


in asphalt 
Illustrated in full color in the 
the You can de 


Tew 


are 1 
booklet over he iding 
floor 
No. 593) 


your own here ire a 


(Key 
1949 
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Nation's 
+() 


Fruits and the 
is the interesting title of a 
the Florida 
Citrus Commission, Department ot In 
Fitth Ave., New York 17 
history, nutritional and dietetic 
the 


diets and complete 


e “Citrus 
Health” 


page book published by 


ormation, 55] 
he 


pects ol 


is 


citrus -Truits, use of citrus 


ruits in references 


nd glossary are presented in attractive 


form in this book designed tor dietitians 


home economists and 


Iwo additional 


1; | 


medica 


nutrition ¢ Np rts 


th 


ire 


booklets, one tor 
tor the dental helds 


(Key No. 594) 


and one 
im pore paration, 
e “The Cannon Electric Cannonade™ is 
yan designed to dissem 


kyround 


1 new house or 
inate bac information and 


the ¢ 
elopment Company, 
\ngel 31, ¢ 


| mn 


cur 
Electric 
209 Humboldt 
Phe 
January as an 
published bi 
the 


| 
rent ibout 


1 
St 


news annon 


Los uit first 


, 
issue, Which appeare¢ 


§ pave magazine to be 


pean a4 


monthly. iniormation on 


in the 


contains 


latest ce connector 


The 


ibreast of 


elopments 
: : ; h 
electrical specialty fields. 

keep 


nm materials, 


mayazine 
various 


iden 


readers 
construction, 
See 

standard lines and new de 


held 
held 


tihcation of 
| 


clopments in the 


| 


of electrical spe 


systems 


(Key 


ilties in hospital Signal 


manufactured by the ny 


No, 595) 


COMP 


e A new color sound 
titled “It Must Be Somewhere” has been 
the 
ungton Rand Ine., 
York The 

mnportance to executives and depart 
| 


heads of 1 


motion picture en 


col Systems Division of 


315 Fourth Ave., 


to 


ipleted by 
Ren 
Ne W 
the 
ment 


(Key No. 596) 


10) film is devoted 


vodern methods of filing. 


ot toam latex “Mat 
tresses, Cushions and Hospital Special- 


ties” oflered by 


@ The complete line 
PerteKtum Products Co., 
Fourth Ave New York 10, 
described illustrated in a 
1 


] 
n recently re leased 


Oo 1S 


1 1 
ind color 


By scriptive in 
| 


| | 
formation the line is supplemented 


th 


properties 


on 


information on the cushioning 


ales 


ind 


other qualities 0 


(Key No. 597) 


f 4} 

Oa rubber 
e “Mats for Every Purpose” is the tith 
new 12 page folder issued by Amer 
ican Mat Corp., 17 Adams St.. Toledo 


?, Ohio niormation on 


ole 


ota 
BT a) 


Descriptive 1 mats 


{ bl | ] 
oF rubber, wood, composition and steel 


ind their in the promotion of Sant 


safety and dead 


(Key No. 598) 


tation, comlort 


poultry catalog h 
een by Ptaelzer Brothers, 
Unior Yards, Chicago 9 En 
led “Pfaelzer Brothers Market Guide 
and Price List,” the catalog lists all of 
ind wrod 

company specializing 


(Key No. 


is 
| published 
Stock 
tit 
at, poultry cheese } ucts 

irom this 


c to omstitutions, 


e “Behind the Scenes in a Hospital” is 
the subject of a full page color advertise 
ment prepared by the Building Materials 
the Armstrong Cork Com 
Pa.. 


American Hospital Association, 


Division o 


pany, Lancaster, in collaboration 
with the 
which appeared in the March 12 
The Saturday Evening Post. Full color 
1 ? 
inches in size, suitable for framing, are 
(Armstrong Cork Com 


any to be used by hospitals in explain 
| to | 1 by hospital pl 


issue © 


enlarged replicas of the pa by 


ivailable from the 


ng their institutions to visitors, in train 


ny new personnel and by students 


studying modern institutions and com 
munity services. One of the features of 
the presentation 1s the cutaway view ot 
i typical modern hospital which takes the 
behind the ot 
and the editorial explanation 


s him what a hospital must have in 


viewer scenes a modern 


hospital 
tell 
iy of facilities to carry on its work 


(Key No. 600) 


the w 
etheiency 
e lhe psvc hologi il aspects ol light and 


color are discussed in detail in an attrac 


ely handled “color conditioning” re 
port 1 by E. 1. du Pont de Ne 
niours & Co., W ilmington, Del. Entitled 
“Color Conditioning Recommendations,” 


he porttolio contains a series of 


TH 
prepares 


“color 


conditioning reports” covering such help 


tul subjects warmth” and “coolness’ 


is 


color, appetite appeal in color, color 
emotional reaction to color 


ot 


ind climate : 


nd 


withstanding s¢ 


Paints « apable 


ispects 


t 
vere 


similar 


abuse such as ts ad 
riiniste red mn hospit ils have been ce vel 
oped to resist soiling and assure practical 

maintenance oO% 


\ special 


er long periods 
olor Conditioning tor Hos 

luded the which 
contends that, if properly used, a ““¢ olor 


should tend to 


ection on “¢ 


pitals” 1s in in report 


( onditioning program 
ind accelerated 


(Key No. 


promote higher morale 


] ] 
convalescence m hospitals 


601) 


e Buyers of tHuorescent lighting equip 
certain the fixtures they 
the 
that has been specified through a study 
the new “Fleur-O-Lier Index Sys- 
tem” booklet published — by 
Fleur-O-Lier 2116 Kieth 
Bldy.. Cle Included is 


niormation 


ment can make 
pur hase will provide performance 
ol 

recently 
Manutacturers, 

15, Ohio 
the evaluation o 


naires; data and drawings relating to 


veland 
on lumi 
classification, shielding, bright 
| 


ina 


fixture 
standard 


4 ] 
Ness service classification; 


specications, test procedures and INSPe. 
chart on the 


(Key No. 


tion edures, and ad 
Fleur-O-Lier 


602) 


pro 
pre 


Index System. 


e A. descriptive catalog of Mercury 
Products for institutional cleaning prob 


l he I heobald 


Full informa 


lems has been issued by 


Industries, Kearny, N. J 


tion on cleaners and detergents for vari 


ous cleaning problems is included. (Key 


No. 603) 


235 


Address manufacturers for further information and prices—or use Readers’ Service blank on page 236 

















e A new descriptive catalog, with prices, 


Silk 


has been isssued by Gudebrod Bros 
Co., Inc., 225 W. 34th St.. New 
covering the line of non-absorbable su 
tures manutactured by the company. The 
catalog covers the complete line of 
cotton sutures (Key 


nvlon, linen ind 


No. 604) 


Book Announcements 


Physicians’ Record Company, 161 W. 
Harrison St., Chicago 5. Sullivan, “Uhe 
Case Against Socialized Medicine.” pub 
lished by the 


Statesman Press, National 


York 1, 


sulk, 


Press Bldg. W ashington 4, 1).C.. 54 pp. 
$1.50, 5 copies $1.35 each, 10 copies oF 


more $1.25 each. (Key No. 605) 


W. B. Saunders Company, W. Washing- 
ton Square, Philadelphia 5, Pa. American 
Dietetic Association, “Manual tor Teach 
ing Dietetics to Student Nurses,” 487 pp 
$4.25. Breckenridge and Vincent, “Child 
nd Ed., 622 pp. $4 
Aspects and Treat 
S40) pp.. 


Development,” 2nd 
Meleney, “Clinical 
ment of Surgical 

Snyder, “Obstetric 
$6.50 


Intections,” 
Analgesia and 


(Key No. 


$12 
Anesthesia,” 40] pp. 
606) 


TO HELP YOU get information quickly on new products we have 
provided this convenient Readers’ Service Form. Check the num- 
bers of interest to you and mail the coupon to the address given 
below. If you wish other product information just list the items 
and we shall make every effort to supply it. 

Bessie Covert, 

Editor, “What's New for Hospitals” 


Recordak Duo Microfilmer 
Syracuse China Patterns 
Bedroom-Living Room Unit 
Bantam Demineralizer 
Wide Field Microscopes 
Cold Pack Service 

Junior Oxygen Tent 
Slide Viewer 
Even-Ray Heating 
Domeboro Powder 
Steam Tables 
Rhythm Touch Typewriter 
Dishwashing Machine 

Patient Radio 

Latex Pillow 

Steamer Baskets 

Drain Interceptor 

Aerosol Therapy Assembly 
Full Line of Floor Machines 
Awning-Type Wood Window 
Q-Tips Package 

Surgical Tubes 

Silex Coffee Maker 
Refrigerator Base 

Potato Peeler Accessory 
Reach-In Refrigerator 

Bedside Cabinet 

Nursing Bottle Washer 

Mode! |10 Freezer 

Budgetary Accounting Machine 
Antiseptic Liquid Suraical Soap 
Size Vacuum Cleaner 
Outlet Reel 

Hardware 


Containers 


Smal! 
Multiple 
Window 


Fissured Mineral Tile 
Safety Drinking Tube 
Merck Prescription Bottles 
Dose-A-Cup 

Neo Sponge Comfort Mat 
Resectors 

Hepasolan Solution 

Inositol 

Antibason 

Laurium 

Sulfa Products 

Penicillin S-R 

Estrotate 

Valprota 

Tresanoids 

Laboratory Planning Guide 
Floor Safety Booklet 
Catalog No. LP28 

Floors That Endure 

Citrus Fruits 

Cannon Electric Cannonade 
It Must Be Somewhere 
Latex Hospital Specialties 
Mats for Every Purpose 
Market Guide 
Behind the 
pital 

Color Conditioning 
Fleur-O-Lier Index 
Mercury Products 
Suture Catalog 
Books 

Books 


a Ho: 


Scenes in 


System 


I should also like to have information on the following products 


NAME 


HOSPITAL 


STREET 


cITy 


STATE 


MAIL TO Readers’ Service Dept.. The Modern Hospital Publishing Co., Inc. 
919 N. Michigan Ave., Chicago 11, Ill. 


Suppliers’ Plant News 


American Sterilizer Company, Erie, Pa., 
ianutacturer of sterilizers, operating ta 
bles and other surgical equipment, an 
pounces election of Howard M. Fish as 
President on February 16.) Mr. Fish ts 
also a director ot Hospital Industries As- 
sociation. (Key No. 607) 


Bell & Howell, 7100 McCormick Rd., 
Chicago 45, manufacturer of motion pr 
ture announce purchase ol 
the Krypter Corporation, Mt. Read Blvd. 
Kochester, N. ¥ 


Facilities of the Mt 


equipment, 


. Manulacturer Of micro 
film. Read plant 


will be 


{ 


used as an additional source o 
Bell x Howell's microtilm 
equipment. All such tilm wall be 
Burroughs Adding Machine Co., Detront, 
Mich., Bell 


Howell as exclusive world-wide distribu 


microfilm lor 
sold by 
recently appointed by 
tor of its entire line of microfilm equip 
ment. (Key No. 608) 

Fedders-Quigan Corporation, Buffalo 7. 
N. Y., is now marketing its water cooler 
“Fed- 


The company now has in produc 


products un ler the brand name 


ders.” 


tion © ditlerent models of electric water 


coolers, in both hermetic and open mod 


els of bottle and pressure-bubbler types, 


which marketed 
through the company s regular distribu 


(Key No. 609) 


will be and serviced 


tion channels. 


The Formica Company, 4614 Spring 
Grove, Cincinnati 32, Ohio, manuta 
turer of Formica decorative plastic lam 
nates, announces idoption by the com 
pany ot the new “NEMA Standards tor 
Laminated Thermosetting Decorative 
Sheets” published by the National Elec 
trical Manutacturers Assn 
thickness, 


tastness, dimensional 


The standards 
finish, 


and 


| 
cover grades, color, 


color stability 
addition to resist 
water, high temperature 


(Key No. 610) 


Hextural strength, in 
ance to wear, 
| 


stars and moisture. 


Huyck & Sons, Kenwood Mills, 
LCTS, announce 
trom Albany, N. Y.. 
(Key No. 611) 


P. 4 
manutacturer of — blat 
hange ot address 


to Rensselaer, N. Y. 


The Reynolds Electric Company, 2650 
W. Congress St., Chicago 12, announces 
removal to a building 
at 3000 River Rd., River Grove, IIL, tor 


the manufacture of its line of commer 


modern. tactory 


clal kitchen equipment ind alr circula 


tors. (Key No, 612) 

The Toledo Scale Company, Toledo 12, 
Ohio, announces purchase of the Ster 
ling Division of the Anstice Company 


Inc., Rochester, N.Y. The 


of Sterling kitchen equipment: dishwash 


manufacture 
ers, potato peelers, vegetable dicers and 
burnishing machines, will be 
continued at N.Y. as the 
Sterling Division of the Toledo Scale Co. 
(Key No. 613) 


erware 


Rox he ster, 


Printed in 1.S.A 








brown sugar ! 
this 
yoks the part 


h Casserole 


N 


S A 
INDIVIDUAL ae EIREPROOF CHIN 


PERFECTLY 


Hall Secret Process China is America's most popular ware 
in which to prepare and serve casserole menu attractions 
because . . . First; its thick walls diffuse oven heat so that 
food is cooked thoroughly and evenly . . . Second; its 
absorption-proof, fine-textured body retards heat loss and 
seals in pure, full flavor. Genuine Hall China is made by 
our secret, single-firing process that fuses body, glaze, 
and color inseparably. It cannot craze or stain and is 
known as the hardest china made. !t resists chipping be- 
cause it is exceptionally strong where strength counts... 
in rims, lips, and handles. Today . . . with conservation 
being so vitally necessary . . . it is significant that Hall Shictiondhe Ganciak ialieas Gas a il 
China has reached a new high in popularity for casserole dressing is perfect ina Hall China Round Casserole. 





cuisine. J 
Belou in old farorue, corned beef and cabbage, 
reaches a new high in appetizing appeal in this 


Hall China Oval Casserole 


Secrel’ Hhocete 
FIREPROOF CHINA bs 


THE HALL CHINA COMPANY +: EAST LIVERPOOL, OHIO 


Werld’s Sargest . Manufacturer f Fireproof Cooking China . . . CASSEROLES - BAKING DISHES - 
COFFEE POTS - TEAPOTS - SERVING ITEMS - ROOM EQUIPMENT ITEMS - STEAM TABLE INSETS - STORAGE VESSELS 





eee 


Seem ROW 1 Fer 


150 years ago New York's firemen pumped 
water by hand. Today’s super powerful auto- 
matic water-tower pours 1200 gallons a min- 
ute at the height of an eight-story building— 
many times the feeble streamof the old ‘Eagle.’ 


There’s been a vast improvement in hospital 
feeding methods, too . . . and Gumpert has 
spent more than a half century of research in 
solving groupfeeding problemseconomically. 


AKA Oa 5. 


Sissy be 1 Tv eaenanenney 


to Get More and Better Food on a Limited Budget 


Not only do Gumpert’s special food products 
stretch a limited hospital budget, but when 
you use these top quality foods, you save time 
and work in the kitchen and get tastier foods 
with fewer ingredients for you to add. Re- 
member Gumpert specialties are standardized 
—completely uniform always. 


For more flavor per dollar, with less work, 
try the Gumpert Line in 49. 


S. GUMPERT CO., INC. * OZONE PARK 16, N. Y. FOR THE FINEST IN FOODS 
300 Products to Aid Restaurants and Institutions 
Gelatine Desserts Soups—(Liquid and Dehydrated) G U M P E R T 


has EVERYTHING 


Fruit Drinks—(Liquid and Dehydrated) Numerous Other Cooking Aids 


Extracts and Colors Complete Line of Bakery and Ice Cream 
Spaghetti Sauce Specialties 





